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Faet: Meeting Ot 


— BUSINESS OCCU- 
PIED ATTENTION OF TOWN 
FATHERS 


Minutes of a Regular Meeting of the | 
‘Wainwright Town Council held in the 
Council Chamber 
Mayor Forster aad Councillors: Clip- 
ston, Huntingford, Petrie, 
amd Welch were present. ° 

Minutes of the last regular meeting | 
were read and on motion adopted. 

Communication from the Calgary 
Power Co. was read relative to the 
water and sewer system, asking that 
a meeting be. arranged with Council 
tor further discussion in regard there 
to. 

The Secretary was authorised to ad 
vise them that as soon as the new 
Council was inaugurated the matter 


. would be given every attention. 


The Board of Public Utility Commis 
sioners wrote acknowledging receipt- 
of auditor’s report; also calling atten 
tion to the sinking fund investments 
now- held by the Fown. 

Moved by Coun. Welch—That the 
Secretary notify the Board that im- 
mediate action is being taken in re- 
gard to the matter—Carried. 


Reports from the Provincial Board | 


of Health and M.H.O. of- the Local 
Board were placed before Council. 
(These appear in full in another col- 
umn—KHd.) 

Moved by Coun. huntingford-—That 
the r2poits from tie provincial de 
partiaem of hea'ta through the Loca: 
Soard of Health and also from ovr 
11¢d-cal health ofice:, Dr Middlem ass, 
be received and fikc, and that the 
same be published in the “Star” fo: 
ine information of al] ratepayers— 
Carried . 

The Finance committee reported, 
recommending the payment of the 
accounts presented as follows:— 
Rert Laird, Salary, Nov & 

Dec 1928 
J. Cluft, Oat Bundles 
«\ttorney General, Dept. 

Mothers Allowance 
Price Oil Co, mete: refund 
Wain. Gas Co ; 
Alta. Gov’t Teleptones 
‘J. A. Richardson, Repair Hose 
Registrar, Discharging Caveat - 
Cash, Discharg’rg Caveats 
‘Calgary Power Co 
A. Swanson, Fraight 
Alex Swanson, Saiary 
H. Renville, Salary 100.00 
Mrs P. M. Christensen, salary 20.00 
H. Y. Pawling, Salary & Stps 160.00 
Bert Laird, Salary 80.00 
J. Patterson, Supplies 17.20 
Waia. Pharmacy, Supplies 7.85 
«a. C. Armstrong, Supplies 1.15 
Wain. Mach. Shop, 29.30 
Watrous Engine Co., Repairs 179.75 
Torys Blacksmith Shop, Labor’ 7.00 
W. E. Washburn Supplies 31.15 
Beaver Soap Co, Chloride Lime 26.70 
Manning-Sutherland Co. Sup. 11.10 
Wain. Star, Prtz and Advt, 180.40 
Wain. Pharmacy, Supplies 2.15 
Dr Middlemass, M.H.O. 1928 100.00 
iW. Y. Pawling Sec. Bd. Health 25.00 
Atlas Lumber Co, Supplies 47.75 
Jos. Welch, Insurance 31.50 
H. V. Fieldhouse, Insurance 260.10 
Mackenzie & Kenny, Insurance 165.60 
pagers Land Titles 18.25 
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TEA AND TOAST 
WITH T. BISSON 


SHOW DAY FOR NEW FORD CAR 
DRAWS BIG CROWD TO 
LOCAL AGENCY 


$95.00 
30.00 


80.00 
5.00 
93.00 
15.15 
7.00 
1.25 
2.00 
128.00 
7.15 
200.00 


Quite a nice crowd of interested 
citizens attended the debut of the new 
Ford car in town on Friday, when 
Bisson and Son had arranged a 
“show day” for this new transporta- 


tion model for which they hold the 
district agency. 

Mr G. Wood, a representative of 
the company, was on hand to explain 
the many points in connection with 
the car, and his talks thereon were 
always interesting. Quite a keen in- 
terest was displayed by those in at- 
tendance, and we understand that Mr 
Tom Bisson is enthusiastic as to the 
prospects for sales obtained at the 
gathering. 

The models on display included a 
“Fordor”’, “Coupe,” ‘“Tudor,’’ and 
“Light Delivery” and these in all re- 
splendant 1929 colors made a pleas- 
ing show. 

We are informed that Mr P. 
Chartier, who has previously been 
connected here with Ford dealership 
will be in charge of the parts and ser 
vice department of the new agency. 

During the afternoon light refresh- 
ments and coffee were served to those 
who attended, this being in the hands 
of the Misses Bisson. 


last week, when ' 


Robinson, , 


Id Council Body’ 


| Bank of Montreal Deb. Int. 
{ .ccount of H. J Brunker for 

3725.00 for victrola and amplifier was 
| spproved by the Kink Management 


169.63 | 


ll 


THE STAR, 


LEO GARNEAU PASSES 
T0 GREAT BEYOND 


ACUTE APPENDICITIS BRINGS 
DEATH TO YOUNG MAN IN 


| 


committee and p2yment authorised by 


ithe Finance committee 


‘report of the iinance committee be 
‘adopted and cheques issued in pay- 
men of the various accounts—Carried 
{ An application for the purchase of 
| Lot 23, Block 73 Plan’5721 A.D. for 
tne sum of $50.00 was made by Don- 
ald Goodrich. 


\cffer made for the purchase of said 
lot be accepted, ond that transfer ke 
| made by the Town on receipt of pay- 
j nent.—Carried. 

Moved by Coun. Petrie—That Dr 
Middlemass be :2-appointed Medical 
Health Officer for the year 1929 at a 


ried 

The matter of holding a Skating 
Carnival in the .ear future was dis- 
cussed by the Council. 

Moved by Coun. Petrie—That the 
Secretary be instructed to make ar- 
rangements for Le holding of a car- 
nival at the rink and that the Mayor 
make the necessary arrangements for 
ihe advertising and securing prizes in 
counection therewith—Carried. 

The Meeting then adjourned 


LOCAL HOSPITAL 
KEPT REAL BUSY 


REPORT OF SUPERINTENDENT 
SHOWS RECEIPTS GAIN 
ON EXPENDITURES 


The regular meeting of the Hos- 
pital Board was held in the board 
room on Friday last when all mem- 
bers were present. 

Ponorsng: the reading of the Minu- 
tes, 

Moved by «Trustee Santee—That 
minutes of the last regular meeting 
be adopted as read—Carried 

A communication was received from 
Blakey and Symonds, architects, a- 
greeing to the dJetion of item for 
travelling expenses amounting to 
$157.60 which had been protested oe 
the Board 

A communication was received 
from Gilt Edge M.D. No 422 Council 
eld January 15 1929 disclaiming all 
liability in connection with account 
of Jas Church and Wainwright Mun 
icipal Hospital 

Moved by Trustee Santee—That 
communication from Gilt Edge M.D. 
re account of Jas. Church be fyled 
with all other corréspondence in this 
connection—Carried, = 

A communicaiion from Dr Middle- 
mass was ordered fyled. 

The House Committee reported bills 
amounting to $1206.16 with recommen 
dation for payment. 

Moved by Trustee Jackson—That 
report of House Committee be accept 
ed and that cheques be issued for the 
several amounts- -Carried. 

Moved by Trustee Templeton-——That 
resolution passed at the last regular 
meeting dealing with hospital privi- 
ieges, be published in the next issue 
of the Wainwright Star—Carried. 

Miss Huxley reported that thirty 
patients had been admitted to the hos 
pital during the month of January and 
‘hat twenty had “een discharged. Two 
minor operations had been performed 
and two deaths had occurred. Earn- 
ings for the month including Govern- 
ment Grant amounted to $1042.40 
with maintainence expense at $847.73 

Moved by Trustee Santee—That re- 
port of Superintendent for the month 
of January be accepted and fyled— 
Carried ; 

Moved by Trustee Santee—That the 
salary of the laundress be increased 
$5.00 per month commencing March 
1. 1929—Carried. 

Moved by Trustee Knowles—That 
auditor's report for period ending 
December 1st 1928 be published in 
complete form it one issue of the 
Wainwright Star and that Trustee 
Jackson and Chairman Lewis be ap- 
pointed a committee to arrange this— 
Carried. 

As this concluded the business the 
meeting was then adjourned on mo- 
thon of Trustee Templeton. 


*** Don’t forget, when in town take 
out a load of Black Diamond coal, 
it's always handy to have plenty of 
fuel on hand, even if the weather does 
moderate. Get it at the Atlas yard, 
Phone 57. 
——oxo—— 
Posters are out announcing a Hart 
Parr tractor school at the theatre on 
Friday, next, at 2 p.m. The morning 
session will be held at the F. Fish 
agency at 9.30 a.m. 


“Moved by Coun Welch—That the | 


Moved by Coun. Clipston—That the | 


salary of $100.00 per annum. —Car- | 


‘to all of whom the community 
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VERY “EW DAYS 


It is a sad duty to chronicle this 
week. the untimely passing away of 
Mr Leo. Garneau on Monday morn- 
ing last in his 28ia year. 


ett 


WAINWRIGHT, . ALBERTA 


right Sta 


FEBRUARY 18th., 1929 


~ TWELFTH ANNUAL HOUSEWARMING PARTY 


READY FOR GATHERING ON 
FEB. 26th TO 28th 


The prize list for the twelfth an- 


The deceased, who was born in 
Lawrence, Mass, U.S. came to this 
district with his father in 1912, they 
being followed by the rest of the fam- 
ily a couple of years later. 

He was taken sick on’ Friday Feb. 
1st with violent pains and was brought 
to the hospital on the day following. 
Placed in the care of Drs Middlemass 
and Wallace, botii of the medical men 
advised an operation and Dr Tatham 
of Edmonton perfcrmed this on Thiirs 
Cay last at noon. 

However the ravages of the disease 
were so great. that the patient could 
not regain his strength and passed 
uway early on Monday morning after 
receiving every possible attention, and 
care of two special nurses. 

There are left to mourn, his father 
and mother and one brother Raymond 
tes 
ii extending sympathy in theif sad 
loss. 

The funeral will be held Wednesday 
(today) McLeod's parlors having 
charge of the ar:angements. 


CARD GF THANKS 

We wish to take this opportunity of 
extending our thanks for the many 
expressions of sympathy and endear- 
ment in our sad Vereavement by the 
loss of a loving son and brother. 

Mr & Mrs E, Garneau and Raymond 
MUNICIPAL DISTRICT 

ANNUAL MEETINGS 


On Saturday next nomination meet 
ings will be held by the Councils of 
Gilt Edge and Vale municipal dis- 
tricts for the vacancies automatically 
arising. The forn.er Council will meet 
at the Town Hall, Wainwright, while 
tne Vale Council will gather at Dolcy 
Hall. In Gilt Edge seats will be open 
ip divisions, 2, 4 and 6, while-in “Vale 
the seats will represent divisions 1, 
3 and 4, as well as representative for 
the hospital board. In all cases should 
a poll be necessary the elections will 
be held on the Saturday following, 
February 23rd. 


LOCAL HOCKEYISTS 
& CADOGAN TUSSLE 


OVERTIME PERIOD REQUIRED 
TO BREAK TIED SCORE 
. AT THIRD 


The Cadogan hockey team visited 
town on Monday for a friendly game 
with the local puck-chasers, and the 
fans were treated to some real thrills 
Only one goal was scored in the 
first period, Lavoye getting the count 
cr. The second spasm had only nicely 
started when Glockzin raced through 
and scored, and a few moments later 
the same player repeated on a pass 
from Lavoye. Mcreak found the hemp 
‘or the visitors, and when Luna repeat 
ed the feat it looked like a freeze-out 
for the local boys. 

However, Clark managed to get 
through and make a nice pass to 
Spence who bulg2d the twine, and be- 
fore the bell, Clark again scored un- 
assisted. At the end of the second per- 
iod the score read Cadogan, 5; Wain- 
wright, 2. 

Truly the third period was all Wain ; 
wright. Spence stole the rubber near 
center and rushed through and scor- 
ed, and before the applause had sub 
sided Murray helped himself to one 
which made the tally Cadogan, 5; 
Wainwright, 4. | 
At this time Buckle received a hard 
trash in the face through accident, 
and was out of the game, but the boys 
speeded up a little more and Spence 
ned up the game of! a pass from Mur- 
ray. 

It was agreed to play five minutes 
vach way overti.oe, and the visitors 
finding the goal once in each period 
left the final at Cadogan, 7; Wain- 
wright, 5. The visiting team came 
unere highly recommended, they hav- 
ing lost only three games in twelve 
starts and winning two tournaments 
Space will not permit individual com- 
ment; but it was a real battle! 

The line up under Referee Cork was 
as follows:— 


Cadogan Wainwright 
Broenling goal Dickins 
McPeak def. Buckle 
Paulson def. Murray 
Lavoye center Dupre 
Luna rw. Spence 
Glockzin 1. w. Lepper 
Lloyd sub Clark 
Ray Tory 

Dahl 


nual bonspiel of uc Wainwright Curl- 


ing club is now published and the 
prizes themselves are inaking a splen- 


did wiiay in Lae window of the Mont- | 
gomery Cash Stdre on Main street. 

So far as can be learned there is 
quite along list of entrants expected 
for the big event, 
to some two doxveu local rinks there 
will likely be about the same number 
from outside points. 

Mr Forster, who is: secretary this 
year ,is working hard with President 
Washburn to make the ‘spiel this 
year a real outstanding event in our 
winter sports. 

The prograinme is as follows:— 


Grand Challenge Event 
Maryland Cup, presetited by R. E. 
Noble, Bsq., 

¥YIRST PRIZE— 

Four All-wool Curling Sweaters 
uonated by Royal George Hotel, Ed- 
monton—R. BE. Noble 

SECOND PRIZH— 

Four Silver Entree Dishes 
donated by Selkirk Hotel, Edmonton, 
—R. MacDonald 

THIRD PRIZE— 
Four Ivory Clocks 
donated by King Edward Hotel Ed- 
monton—J, Calhoun 
FOURTH PRIZE-— 
Four Pairs Curling Boots 
donated by Brunker’s Service Station 


Edmonton Brewing Event 
Cup presented by the Edmonton 
Brewing aud Malting:Co. 

FIRST PRIZE—- 
Four Silver Casseroles 
donated by New Edmonton Breweries, 
Fdmonton. 
SECOND PRIZE— 

Four Gent's Military Brushes 
donated by T Eaton Company Limited 
THIRD PRIZH— 

Four. a ; 
donated by C. W. Boon & Company 
Limited, Edmonton. 

FOURTH PRIZE— 
Four Cake Plates 
donated by Curling Club 


eee 


Calgary HKre 
Cup presented oy prradies ie 
and Ma!ting Co. 
FIRST PRIZE-- 

Four Silver Casseroles 

donated by Wainwright Hotel— 
H. C. Link : 
SECOND PRIZE— 

Four Silver Pie Plates 
conated by Park Hotel—H. Rumble. 
THIRD PRIZE— 

Four Silver Cold Meat Forks 
donated by Curling Club 
FOURTH PRIZE— 
Four Vases 
donated by Curling Club 


Consolation Event 
Trophy presented by F. W. Fish, Esq. 
FIRST PRIZE— 

Four Motor Rugs 
donated by Wainwright Gas Company 
Limited: 

SECOND PRIZi— 
* Four Sacks Quaker Oats Flour 

donated by A. Swanson 
fHIRD PRIZE— 

Four Jars Imperial Tobacco 

donated by Curling Club 

FOURTH PRIZE— 
Four Teapots 
donated by Curling Club 


JOHN BARRYMORE 
HERE WEEK END 


LD PARIS IS REBORN IN MOST 
WONDERFUL PICTURE 
“BELOVED ROGUE” 


The “Court of Miracles” which flour 
ished during the reign of Lousi XI is 
one of the most colorful settings in 
“The Beloved Rogue” John Barry- 
more’s fascinating presentation of the 
life of Francois Villon which is com- 
ing here on Thursday Friday and Sat 
urday. 

Theb lind see und the maimed walk 
in the Court of Miracles. In keeping 
with the name such miracles are 
ightly happenings there, for the 
Court of Miracles is the rendezvous 
of the beggarso f{ the Paris streets 
where the bling beggars remove their 
spectacles, the r2aimed unstrap their 
custorted arms ard legs and hearing 
is restored to the Geaf, so that all may 
enjoy each other’s company when the 
day's activity is finished, 

Villon, greatest poet of his time, 
was a man of greatly diversified pur- 

(Continned on page five) 


SPIEL ARRANGED 


SPLENDID List OF PRIZES NOW | 


for in addition | 


GIVEN FARM HOME 


NEW RESIDENCE OF A. F. KOHL 
SEES SOME SEVENTY AT 
GATHERING 


On Wednesday evening last, 
whole Mayfield district numbering up 
| wards of seventy turned turned out 
,/@n the invitation of Mr and Mrs A. F. 


initiation of their new home. 

Upon arrival of the guests, the 
| host and hostess were suspicious that 
the assemblage way the real genuine 
cne where the adage “We won't go 


sure enough it was no surprise when 
it happened. 


The starter was progressive whist 


| 
| 
{ 


' 


in which Mr F. Church carried off the 
first prize, wiih his spouse being 


equal to ‘the occasion by taking the | 


ladies’ first prize. A number of par- 
lor games were then enjoyed by those 
present, 

The hostess lest no time to serve the 
nidnight supper promptly and after 


the | 


Kohl to attend a house party as an | 


Price 


MEDICAL HEALTH OFFICER 
FOR PAST YEAR 


The following report as presented 
at the last meeting of the Town Coun 


regarding conditions of sanitation etc, 


spector show that cur Town is among | 


'the first of those of its size in’ the | 


January 31, 1929 

Gentlemen—I beg to submit to you 
a report on the health and sanitary 
condition of the Town of Wainwright 
for the year 1928, as follows: 

Up until the month of December, 
the Town had been free of all con- 
tagious and infectious diseases, but 
auring that month one case of mumps 
and one case of scarlet fever were re- 
ported. In the cause of scarlet fever 


convincing proof that full justice had 
been done to this, the dancing was 
started. After some two hours of solid 
speed a halt in the dance saw the 
following programme rendered and 


much enjoyed,—Song by Mr J. Muddle | trom infect 
step dancing hy Mr wW. O'Reilly, year 1928. 


comic song by Mr Fulton, step danc- 
ing by Mr T| O'Reilly, monologue by 
Mrs L. Minter, full chorus by all. 
Dancing was resumed again, and 
old and young had an equal share in 
the enjoyment of this pastime till a- 


way into the larger morning hours— 
Con. 


“GRANDMA'S DAY” AT 
LOCAL WOMEN’S INSTITUTE 
“Grandmother's Day” which has al- 
ways been an annual feature of the 
W.I. was held at the home of Mrs 
Goulet on Saturday last, when no less 
that twenty-two members and ten 


visitors were present. The programme 
and the lunch was 


the patient was taken ill in the prov- 
ince of Saskatchewan and came home 
trom there, so that the source of in- 
tection was outside of the town. 

’ Never has the Town been so_ free 
ious diseases as during the 


Regarding sanitary matters, the 
lanes have been kept in a clean con- 
dition, the livery barns had their 
“‘nanure properly hauled away and the 


LOCAL PUCKCHASERS 
GET SHORT END 


HHARDISTY & WAINWRIGHT TUS- 
SLE IN BIG SCORING GAME 
AT LOCAL RINK 


The Hardisty hockey boys journey- 


in the hands of | “4 cross country through badly. snow- 


these venerable ladies and was truly | @rifted roads last week to try con- 
cutstanding. An old-time play with |(lusions with the locals, and a fair 


revivals of old customs and a real 


sized crowd was out to greet them 


old-fashioned meai added to the at-|When they took the ice at the local 
traction, Violin, piano ard vocal music vink And, although the score .was 
(which, to tell tte truth was handled | Somewhat ‘Sire-sided it really proved 


by two or three of the younger folk) 


no criterion of the brand of game dish 


and some community singing. which |€d up for the onlookers. 


was heartily joined in rounded out an 


Seven goals were scored in the first 


afternoon which was appreciated by |feriod, four going to the locals and 


all. 


TARY HEADS POLL 
MONDAY VOTIN 


TWO RETIRING COUNCILLORS 
ARE RE-ELECTED; FIFTY 
PER CE:NT VOTE 


Despite the beautiful day on Mon- 
day not more than a fifty per cent 
vote was polled at the elections which 
took place for the three seats to be 
filed on the Council, although at 
times there was Guite a steady stream 
of burgesses wending their way 
thither. 

At the close of the poll, Returning 
Officer Pawling, assisted by Mr Earl 


| Cork totalled up the ballots cast with 


the following result :— 
Edwin E. Tory 
James Robinson 
Joseph Welch 
Joseph C. McLeod 118 
William C. Bowen 84 
The first three of these gentlemen 
were therefore elected to seats on the 
Town Council, the full personnel of 
which will now consist of Mayor 
Forster and Councillors Clipston, 
I}untingford, Petrie, Robinson, Tory 
and Welch. 


185 | 
167 | 
133 


Messrs Robinson and Welch who 
were the retiring Councillors are thus 
returned for another two years. There 
were only two spoilt ballots in the 
count. The first meeting of the newly 


constituted body will be held on Mon | 


day evening at eight o'clock this be- 
ing a statutory ineeting according to 
the Town Act. 


REBEKAHS PRESENTATION 
TO MARRYING MEMBER 


On Thursday evening last at the lo- 
cal lodge of Reoekahs, a nice crowd 
gathered to do hcnor to the last ‘‘bri- 
aal’’ member on its roll, and after the 
close of the routine business for the 
meeting, a contest in which Mrs F, 
McLeod was the winner was staged 
During the supper hour, which all 


| score 


three to the visitors; and at the end 
of the second cal! of time Hardlaty 
had scored two more—thus being 
one up when Starting out for the fin- 
ul spasm of the evening. 

During the last twenty minutes, the 
Wainwright boys appeared to lack 
the pep which has carried them to 
victory in the dying moments of many 
former games ane the usual lighten- 
ing-like back checking of Spence and 
Lepper was sadly lacking in evidence 
with the result that Hardisty broke 
through near their own goal time 
after time. With a three-man rush 
and only a two-man defence at the 
Wainwright end———well, there was 
nothing to it! 

During this period Hardisty tallied 
six goals, while the Wainwright team 


|}only managed to chalk up another 


two. Thus the score stood at the fin- 
ish of play—Waunwright, 6; Hardisty 
il, 

For the first two periods the play 


| was very even aud kept the fans on 
their toes all the time; but tell it not | 


in Gath; the last spasm was a land- 
slide! 

The visitors had a nicely balanced 

team, and it wou‘d be hard to single 
cut individual sturs although Ruttan 
und Morrison showed up conspicuous- 
ly while Scott wus a stone wall on de- 
fence. 
_ Murray and Buckle, the local de- 
tence played a fine game and Dickins 
put up some sensational work in goal 
(especially in the second period). Had 
the forwards ‘done their stuff’ the 
might have been different— 
however, we all have our off days! 

Mr Cork hand'ed the game to the 
sa‘isfaction of 4.., whue the line up 
was as follows: 


Uardisty Wainwright 
|M. Foden goel Dickins 
Stott Def Buckle 
Bretall def. Murray 
Lawson center Spence 
J. Foden row. Dupre 
Ruttan lw Lepper 
Morrison sub Tory 


*** Where's the fire? Which way are 
tne crowds going? It may be your 
tome going up in smoke! Are you go- 


‘ng to pay for their free show, or 


thoroughly enjoyed, a large number | shall we do this? If so take out an in 


of mysterious 


looking parcels were |svrance policy with Joe Welch at 


spread out, and Mrs K. Kenny, the | once. Delays are dangerous! 


guest of honor, was offered the accept 
ance of these as a token of esteem on 


———oxo——— 
Miss Dinwoodie, who formerly was 


her recent marriage. The opening of | teacher at the Sy¢enham school is pay 
these and the subsequent ‘“Oh’s” and | ing a visit to friends in town for a 
“Ah's” marked tne appreciation with | tew days. 


which they were received by Mrs 


Kenny who at the close made a very| Mr O. McNah> is spending a few 


danty little speech of thanks. 


x . 


days with his family in Winnipeg 


Town In Fine 
Sanitary Condition 


| NEARLY CLEAN SHEET FROM /iatrines were also kept in a good and 


cil from the Local Board of Health, } 


is reported upon by the provincial in- | 


province with regard to a clean bill of ; 
home till morning" fits so well, and | health: 


eS, yore: VARY ERC RO 


Phone 140 for Service 


$2.50 Per Year in Advance 


lean condition during the year. 
J. G. MIDDLEMASS, M.D. 
Medical Health Officer 

The report of the provincial inspec- 

tor reads as foilows: 
December 5, 1928, 
Re, Town of Wainwright 

I made a general inspection of the 
| town on the above date and report as 
; follows. 

Water Supply—This appears to con 
; tinue good and satisfactory as pre- 
viously reported. The supply is obtain 
ed from dug walls from 20 to 80 ft. 
deep, and from bored wells 150 to 200 
tl. deep. 

Privies—-The concrete vault is the 
chief system now adopted by the town, 
Generally I found these places in very 
reasonably good condition through- 
out. The structures are maintained in 
good repair. 

Waste disposal--This matter ap- 
peared to have been properly attend- 
ed to in most piaves. A large portion 
of the combustible waste is destroy- 
ed by fire on the respective premises; 
cesspools are provided for the reten- 
tion of liquid waste water, otherwise 
it is disposed of on the gardens and 
other vacant property. Tin cans and 
other class of refuse is hauled away 
to the nuisance g:ounds. 

On this occasion a few places were 
noted: where kitchen waste had not 
been placed in a proper manner at 
rear of premises awaiting final dispos 
al. The respective householders were 
notified accordingly. Proprietors of 
both hotels and Hero Cafe were, how 
ever severely cautioned in respects to 
the proper use of their respective cess 
pools, and to refrain from allowing 
liquid waste to iun over the ground 
surface in future. 

Scavenging—The scavenging of 
rrivies and removal of household 
waste is done by 4 man employed by 
the town. By all appearances this 
system continues very satisfactory. 
Nt undue accumulations of ' refuse 
were noticed, but I would strongly 
recommend thit the town enforce the 
‘Use of pi garbage cane for the re- 
tention of refuse waiting final dispos- 
al. 


| 


Livery Stable---These premises had 
recently changed hands, The pro- 
prietor was instructed to remove man- 
ure pile from rear of premises, and 
not allow manure to exceed one wag- 
on load in future. 

Dairies (2)—both premises are 
maintained in very good order, and 
leave little room for cémplaint. 

Meat Markets (2)—General condi- 
tiona at both these premises were 
found clean and in good order. Gen- 
eral improvements had been carried 
out to the rear portion of one prem- 
ises. Previous imstructions to clean 
and repair walls had been satisfactor- 
ily carried out. 

Slaughter Houses (2)—Operated 
by the afore-mentioned butchers 
Both places had recently been prop- 
erly cleaned and renovated through- 
cut. Present conditions here were 
good and satisfactory. 

Wainwright Creamery— Premises 
‘maintained in exceptional good sani- 
tary condition throughout. 

(Contiued on page four) 


VIKING FOR OlL 
FIELD 1S. FAILURE 


SO SAYS MR G. RUBY AFTER 
COMPLETE TESTS WITH 
DEEP HOLE WELL 


| There is no oil in the Viking field. 

This was the statement made Satur 
day by Mr Glen Ruby manager of the 
}iudson’s Bay Marland Oil company 
Mr Ruby announce } that the company 
bad abandoned work on the deep test 
well at a depth of 3040 feet. This 
means he explained that the limestone 
formation had ‘en penetrated 600 
feet without. encountering either oil or 
gas. Gas however had been struck 
higher up above the lime and was be- 
ing disposed of te the Northwestern 
Utilities, . 

The Hudsuns say @fariand Oil com 
pany will now w1ill a new well three 
quarters of a mile east of the aband- 
oned vrillings acd both wells will be 
kept as gas producers. 

“This” stated Mr Ruby “indicates 
that there is very little or no chance 
of oil or gas being found in the Viking 
field below the .imestone, the forma- 
tion which usually produces crude oil 
It was the deepest test made in this 
part of the province” Mr Ruby contin 
ued refer..rg to ‘he abandoned diil'- 
ing “ezd is conclus. ++ envugh.” 

Lime he stated was struck at 2412 
feet and drilling was continued for 
600 feet. The well will be cemented 
back. 
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troik’ed—that of finance, Though 1 

CODIE had a feir balance in my bankers, yet 
' had no checkbo::i- nor had I anybody 

: : “ whom I could trust to go to the bank 
Continued From Last Week |dragged by with terrible monotony |and cash a check. The one check I 
, . |in that stuffy little house. That long | varried with me ou my flight I would 
CHAPTER vive street of stucco uniform fences with |be compelled to send to Bolland for 

What the Papers Said their flights of stéps to’ the front door | his wages and ou'goings. On my long 

Silent tense ot minds grappled I, There was daily a great degree of |!onely walks at right, I tried to de- 
succeeded in laughing. uncertainty as to whether I really had fvise some plan, I knew that my fath- 


‘Do I really resemble the assassin? | allayed the girl Lsely’s suspicions or | -r not hearing from me, would ring 
I asked with fear ill assumed humor! whether she .was watching my move-|jip Bolland who would tell him that 
ments. I strongly suspected the latter |! was away. Yet, tooming ahead were 
| Jn some confused indescribable way 


‘You are very hke the description 
given in the papers.’ she declared 


‘Possibly but us far as I read the) «ull truth I felt was’ being distorted 


woman only saw the fellow by the 
light of the street lamp and then a 


won't arrest me for’ I wasn’t in Lon- 
don I only came up from Colchester 
yesterday.’ 

‘So Mrs Bowyer has told me’ she 
said. Her words ‘nstantly aroused my 
suspicion that the pair had already 
been discussing me in secret. 

‘Well as far a: I’m concerned I 
haven't any motive to’ kill anybody 
I’m engaged to one of the best girls 
in the world. She lives her in London 
and that,is why I’m up here—to be 
near her.’ 

‘And yet it is so funny Mr Paige 
she remarked after a brief pause logk 
mg me full in the face ‘when I read 
the description of the man the police 


want, and look at you it seems that, 


it really must be you!’ . ; 

‘It would be most interesting and 
sensational if you: discovered a mur- 
Gerer wouldn’t it?’ I remarked. ‘But 
I’m afraid [ can't give the poor dis- 
tressed girl the satisfaction of indenti 
fying me as her lover’s murderer! 

‘I love mysteries’ declared Miss Hat 
ten ‘T read all the detective stories 1 
can get a hold of I hate those sloppy 
love romances written for domestic 
servants. Women writers are the 
worst offenders.’ 

‘All your. sex love to became ama- 
teur detectives.” I remarked good hum 
oredly ‘But it requires a good deal of 
training.’ 

How I wished in the light of after 
events I had lef: that final sentence 
unuttered. 

She paused a moment evidently puz 
‘Yes Perhaps it is’ for that reason 
ny suspicions have been aroused that 
you are here in hiding. 

‘Really I hope you don’t think so 
Miss Hatten’ I said very seriously. If 
so let us go around to Carter Street 
Police station torether and if you 
wish I'll give myself up for the crime 
I can’t: say more can It 

And ‘I laughed heartily. 

‘Don’t be silly. Mr Paige. You real- 
ly wouldn't like to go té\Carter street 
would you? the girl said, disarmed at 
the open frankness which had caused 
me so much trepidation. 
it’s only my fancy. I could not think 
that you would actually kill a man’ 

‘There must always be a motive if 
one kills one’s fellow creature—jeal- 


‘Of course | 


' probably because of my own miserable 
; obsession. 
vague one.’ Then f added ‘T hope they | 


4 


Bach day the paper reported how 
active séarch still was being made, 
ind how all the ports were being 
watched At Dover a man was arrested 
and brought to Bow Street. But when 
put up for indentificatiori the girl 
Hilda Bennett failed to recognize him 
'as her lover's assailant. 

The worst feature of the situation 
‘was that the papers had taken up the 
case strongly and were daily criticiz 
ing the apparent incomipetency of the 
| police urging the:a to greater activity 
| One journal after referring to the 
audacious murder of Mr Warwick 
May and the peril of the streets made 
the following comments: 
' ‘During the past few days. a spec- 
ial squad of detectives has been search 
ing a number of small hotels and 
; boarding houses in London where it is 
| believed that the man may be hiding 
| ‘Scotland Yard believes that the 
|alleged assassin may be receiving 
|assistance from a clever woman as- 
| sociate. 


‘He is described as about thirty 
| years of age 5 ft. 9 in in height fresh 
{complexion dark brown hair -hazel. 
eyes with a peculiarity in them which 
suggests a squint He may be grow- 
ing a moustache. He is well built. He 
talks: in a quiet tone. : 

‘There are including the wanted 
man seven men at large somewhere in 
the British Isles for whom Scotland 
Yard and the pvlice throughout the 
country are keeping a day and night 
vigil. 
| ‘These men are all known to the 
police—their descriptions; haunts, and 
| habits are all recorded in the official 
1ecords at Scotland Yard. 

‘Still for the time the mysterious 
feven are eluding their pursurers. 

The man most wanted by the auth 
orities is John Hayes the well-spoken 
aandsome young itellow who is believ 


2d to be the brains behind the theft’ 


vf the mail bags between Southamp- 
; ton and London last July. 
‘Hayes who is in his twenties was 
engaged as driver of a royal mail van 
|and was known among his associates 
lus ‘The Gent’ He always dressed well 
ond his speech indicated gentle birth 
and a good education. : 
‘He ts known to have served a term 
imprisonment in the United’ States. 


cusy gain hatred, or pergonal advan- His photograph !.as been circulated to 
cement’ I declared smiling as I stood |°VeTY Police station in the kingdom 
before her. ‘But if that is lacking then | ®t he still evadcs arrest. 


it is seldom thai a life is taken. Ac- 
cording to the newpapers the man 


‘Good-looking well-spoken and 


|young are the main characteristics 


was shot in cold blood. Hence there of another suspect. He is the clever 


must have been some very distinct 


evening dress burglar who calmly set 


motive . It is that which the . police limself into the Curzon Street house 


must discover before they find the as- 
sassin.’ 

We chatted on, and I was intense- 
ly relieved that I had allayed her sus- 
picions. No doubt my worthy landlady 
bad been discussing the point with 
her; and surely, no person is more 
dangerous to a fugitive from justice, 
than a suspicious Jandlady. 

Ah! What an idiot I had been not 
to remain beside the man’s body and 
brave the consequences! My actions 
in themselves hai convicted me. | 

As I sat opposite her, as we ate our 
modest meal together the whole sit- 
uation was appalling. Over that thin 
ice which I was treading I knew not | 
to what destination it would lead me 
At any moment Ciscovery might come | 
exposure arrest. Women when suspic- | 
ious as when they love, are the most 
Gangerous enemies of mankind. But 
the smart, good-looking girl seated 
- laughing before ‘ne in that unpreten 
tious room in one of London’s crow- 
ded suburbs was a complev problem 
that I could not solve. 

Was she my friend—or my enemy? 
1 could not decide which. On her sil- 
ence my whole future depended. 

Hence was it any wonder that I sat 
there apprehensive, watchful help- 
less? 


Those dark winter days of dread 


of Mr William Eingham and got a- 
way with jewelry valued at £40,000. 

The police have a very shrewd idea 
of the man they want. At the moment 
however a detailed description of him 
.s not considered advisable. 

‘The fourth of the elusive seven is 
the scoundrel whe a_ fortnight ago, 
shot and wounded a givl named Carl- 
jand outside her house in Maresfield 
Gardens Hampstead. 

‘Detectives en,a;,ed on the case are 
enxoius to interview a man in con- 
nection with this outrage but he re- 
mains in hiding and is successfully 
Codging all efforts to run him to earth 

There is a distinct clue here for 
‘he man, who is 6 ft tall stoops and 
is splay-footed. H» is about 40 years 
of age, of sallow complexion. Like the 
other missing suspects he is well-dress 
ed usually wear'ng a well-cut suit 
iard felt hat, and brown gloves. 

‘There is no place like London for 
iuding’ said a Scotland Yard detect- 
ive yesterday and I would wager that 
all these ‘wanteds’ are within a five- 
mile radius of Charing Cross. And 
yet the police are baffled!’ 

Naturally all tris increased my a- 
jarm for the police were being goaded 
.mto activity by adverse public opin- 
ion. 

Each time I went out at night I 
did so in fear and trepidation. I used 
tu purchase my evening paper regul- 
vrly of a man who stood at the corn 
er of Beresford Street and more than 
once I fancied h: eyed me_ with sus- 
picion. 

_ One evening I .ang up Bolland my 
man pretending iu speak from Read- 
ing saying that I was still detained in 
the country and asking him to send 
my letters to the Grand Hotel at East 
bourne. Next day I wrote to the hotel 
engaging a room. Two days later I 
sent a polite letter of apology saying 
that 1 was detained and asking if any 
letters should come’for me they might 
be sent re-addressed to the poste 
Cestante at Charing Cross, to which 
one dark evening at half-past five I 
ventured to take a tei and obtained 
them. 

Tiere were abou: half “ dozen :n- 
ciuditg two from Jo-+u. in reply ty 
them I sent her & 'ong wire to Cunnes 
The others were of no account. Con 
cerning one matter, I grew greatly 


% number of poticital engageménts I 
nad made and if I were missing peo-. 
le might wonder and set up inquiries 
This fact caused me to resolve to 
brave the dangers and see my father 
jin secret. As the House was sitting 
Le was I knew iiving at his flat in 
\!bany. Therefore I sent him word by 
egistered letter that I was in hiding 
n Caniberwell anc gave him my ad- 
'ress and names as Paige. I told him 
nat a great misfortune had befallen 
ue and that it wus imperative that I 
»hould see him in secret. I asked him 
io say no word to anyone. but to meet 
ne at midnight at the quietest and 
nost unfrequented spot I had explor- 
qd namely outsi-le Denmark Hill Sta- 
tion. I asked him to,name the night. 
To my joy next evening the post 
brought me a letter from him express+ 
ing greatest anxiety concerning me 
end appointing the following night 
or our rendezvous. He assurred me 
hat he was impatient to see me. 
Though I could hardly contain my- 
elf at\the thought of being able to 
onfide in the dear old governor, I 
‘now how furious he would be at the 
mere thought of hesmirching the fam 
ily honor. In the eyes of both police 
and public I was alleged assassin and 
|if caught would be tried as such. A 
clever counsel in all probability would 
ol.tain my release. But the scandal 
im .any case fall on my honorable 
‘amily. ; 
Soon after receipt of that letter the 
rl Hatten returned from her office 
and as we sat together at dinner’ she 
remarked: 
‘Do you often go to the pictures?’ 
‘Not very often’ I replied for in her 
query I surmised that she wanted me 
.@ take her out one evening to the pic- 
‘ures ‘or a dance-hall. More than once 
‘deed she had insinuated such a 


course But how dare I show my face’ 


na_ public place when the whole 
world had’ eyes seerching for me. 

‘Usually I take what I have written 
‘n the day over to Fleet Street’ I re- 
Llied glibly. 

‘I thought journolists worked all 
night and slept all day. A friend of 
mine who is on a daily paper never 
gets home before five in the morning 
Yet you are always back by twelve or 
so. You must have a soft job. I wish 
{ had one like yours’ she said adding 


the City are terrible just how. We had, 
the lights on all day today’ 
‘It has been dark here’ I remarked 
Wé had to light up about two o'clock 
‘Then the subject dropped and she 


‘began to relate how her boss had fall 


en in love with one of her fellow typ- 
ists and that he was taking her to the 
theatre that evening. : 

‘She's @ silly flapper and I told her 
so’ my sprightly companion said ‘He’s 
fot a fearful old hag for a wife She 
comes to the office sometimes and eyes 
me up and down as though I were 
‘ome new species of animal. I don’t 
blame him for wa-:ting to escape from 
her for an évenin;’ 

‘I suppose he ftirts with you—-eh? 

laughed tantalizing. 

‘Flirt?’ I'd like to see him .try it’ 
she replied prornytly. ‘He wouldn’t do 
ta second time, vou bet. He knows 
‘m not one of that ‘sort—espetially 
when I have a nice boy of my own.’ 

‘I congratulate vou’ I laughed Many 
boys are not exactly nice! P 

I always tried io ingratiate myself 
with her- ¢ 

Even though she was always so 
bright and agreeable with me I felt 
ny intuition that she had’ penetrated 
ny disguise, and that sooner or later 
s:e would constitute my gravest dan 
ver. Therefore I resolved to see my fa 
ther in secret and after obtaining 
‘unds change my quarters. 

Yet would not such an action con 
nrm her suspicions and those of the 


—a— 


> nema c) 


wards Grove Lane: I had dreaded lest 
he-should éxprese anger at my mis- 
fortune. He ‘had’ always been’ forgiv- 
ing and seldom angry with me at the 
various peccadilloes and follies of 
youth. And now most of all how. wel 
come was his attitude. 

‘Dhe old govern: was a man of few 
words. He always spoke-bluntly to the 
point, in Parliament and out of it. 

‘You swear that it was an accident? 
he asked in a hard unusual voice 
vhich betrayed emotion It was so 
dark that beyond the zone of light 
from the station entrance I was un- 
eble to see his face. i 

‘I swear it was I replied and then 
[ related exactly what had occurred 
on the night of the tragedy just as I 
have already chronicled it in these pag 
es. 

He heard me without comment. 

‘And what do you’intend to do now? 
ie asked when [I had concluded my 
story. 

‘I don’t know’ was my reply. , 

‘Neither do I’ be said in that same 
strained voice. ‘You are in a very pre 
carious position my boy. And how to 
belp you out of it I am at my wits’ 
end to suggest. 

‘I fear, arrest because of our honor 
i answered ‘Because of that I fled’ 

‘An injudicious course— very in- 
judicious. You have unfortunately pre 
judiced yourself’ he declared 

‘The public are of course certain 
that murder was committed, pe 
ially in the face of the lies that wo- 


yolice? In my frintic fear I was un-| man has told’ I admitted | 


cecidcd how to act. 

Next day it was still rather foggy 
bat townrde evening ‘t grew thicker 
6b «fe tion Whica ' w+ .comed w a 
IT went forth to my rendezvous. I left 
the house at ten o’clock and walked 
slowly in the murky gloom-along the 
Camberwell Road where ,the 


street | 


‘I have read al’ about it in the pap- 
ers but I never dreamed that it was 
for you my boy, tue police were so act 
ively searching my father said broken | 
iy. 

‘I must sti!l remain hidden’ I re- 
marked. 

‘For Low Icug’ You must sooner 


jamps usually br'lliant were half hid; vr later be indentified and arrested.: 


cen 
rea soupers’ which the 
knows so well. Traffic was nearly at 
a standstill and o etrange silence had 
fallen on the ususiily busy thorough- 
fare. Ascending Denmark Hill I dis- 
covered not without difficulty Champ- 
on Park a turnirg on the left which 
‘ed to the station. It was a quiet thor 
¢.ghfare of large houses. The fog was 
not quite so intense on the hill as in 
samberwell below and in a few minu- 
es I saw my gray-beared father stand 
ing in the booking office awaiting me. 

He recognized me at the door and 
came out to meet me. 

I saw surpriss in his countenance 
when he realized my disguise. 

‘My. boy’ he whispered as he grip- 
ped my handnaffectionately ‘This is 
terrible! To-tfink hat you—that you 
xhould be wanted for murder!’ 

‘Tt is terrible!’ £ replied leading the 


in the mantie of one of those! 'n tonights paper | see it stated that 
Londoner,} ‘he police have # clue. But—of course 


! 

—they seem to. find a fresh clue every | 
day. 

I told him of the suggestions of 
my handsome fellow lodger at which 
he expressed ins -eased apprehension. 

‘You never know what such a. girl 
may do’ he said ‘Perhaps she’ll tell the 
police her suspicions just in order to 
come into the lime light. Most girls 
of her type loves a little publicity 
Eave you seen tenight’s paper? 

I replied in tné negative. 

‘Well the police have made -some 
interesting discoveries. The auto- 


was committed, has been found to. 
huve- been stolen with a quantity of 
goods and jewelcy from ea house in 
Cromwell Rogd,:about: a month ago 
«nd further the man whose name was 
(Continued on page. 7) 
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BREWING sw IMPORTANT | 
INDUSTRY IN ALBERTA 
The Five Breweries of Alberta 


Calgary Brewing & Malting Co., Ltd. 
New Edmonton Breweries Ltd. 
North West Brewing Co. Ltd. | 


Big Horn Brewing Co., Ltd. 
Lethbridge Breweries Ltd. 


SPEND ANNUALLY OVER $2,725,000 


There is no industry in Alta. that spends 
more of itg total income right in its own 
province thandoesthe Brewing Industry 


a 


-- 


Order from 
your nearest 
warehouse. 


‘To be cooped up in an office all day | way along the dark deserted road to- 
48 getting on my netves, The foge‘in 


‘ 


Everything that can be, is purchased in 
Alberta--It is the policy of-the Brewing 
Industry to assist Alta’s growth where- 
ver possible. 


HOW DOES YOUR LABEL READ? — 
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CREDIT 
Your credit is measured by your ability. to. 

pay. That is the way the merchant,, the 
implement dealer, the auto agent or the. 
banker know if your credit is good. 

The wise farmer guards his credit, knowing: 
that it is his most precious asset. His debts. 
are in keeping with his ability to pay—he pays. 
them with the proceeds. of his crops. 


The Royal Bank. 
of Canada 


) . : 
Wainwright Branch +, - ,G,,C. Siddall, Manager 
1047 p . » 
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Served at 
Hotels and Clubs 
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ALMA MEAT. 


That butcher boy - - at the time you expect him - - if he comes 
from the Alma Meat Market. For we pride ourselves on having del- 
iveries made promptly. What a boon to the housewife to know that 
she can count on having her meat when she is ready to cook it! 


What a saving of time and temper! It is a pleasure to cook when 
tools are good and materials aré right at hand. 


Prompt delivery is only one of the many services we make a point 

et giving our customers; courteous attention and information about 

meat values are others. Telephone marketing or a-message sent with 
little Mary is perfectly satisfactory when you buy from.us,~ 


~— 


99 —— PHONE — 99 


MARKET | 


ALMA MEAT MARKET 
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BY R. M. SHERRILL 
(Radio tingineer) 


The new assigument of wavelengths 
for United States broadcasters that 
took effect at the starting of the wint 
er has now listeners have been spec- 
ially pleased at the changes, as they 
are now able to hear a bigger selec- 
tion of stations inan ever before. In 
Toronto, for iastance the far west sta 
tions are now coming in much better 
than before and the important east- 
ern stations may now be heard with 
little or no interference. This due man 


Health Service 
of the 
CANADIAN 
MEDICAL ASSOCIATION 


IMMUNITY 


l ies are being constantly assailed by 

aan ieee 5 invisible enemies—disease germs. The 
station in the United States dn a chan} var is a continous one and we are 
nel shared with Canada now exceeds only aware of it when the tissues of 
500 watts power and no station with- | our bodies are not: successful in their 
in’ approximately 250 miles of the | defence, resulting in what we call ill 
border is using more than 250 watts |ness or disease. 

Although the weather was very The attack of the disease germs 
poor for listening immediately after | calls forth a mobilization of our defer 
the shift in wavelengths the improve-, sive forces, and, as a result of resist | 
ment in reception was evident. Since ]ing the at of certain germs, the | 
that time, good weather conditions ; defensive fortes become trained in | 
have shown the reception to be very} defence, sometimes becoming 80! 
decidedly improved for Canadians. | well trained as to ensure the overcom 
KDKA which is popular with Cana-|ing of one or other of these enemies. 
dian listeners, and other large U.S.| When this action does occur, we say | 
broadcasters that bring the chain pro | that the individual has acquired a res 
grams are now received with much |istance or immunity to the disease 


All unknown to ourselves our bod- , 


jy to the fact that no broadcasting 


SIR ROBERT . 


URNETTS 


OLD TOM | LONDON DRY 


LP TOM |, GIN 


Always in Stock at 


STANDARD PHARMACY 
MAIN STREET 


GIN 


advertisement is not inserted Alberta Liquor 
Board os by the Govyrumans os'eat Veoctant ot Meat 


ESTABLISHED 1770 


‘Tine 


For Sale by 


WAINWRIGHT 
PHARMACY 
MAIN STREHT 


This advertisement Is not Inserted by the Alberta ‘Liquor Control! Board 
or by the Government of the Province of Alberta. : 


= = 


HART-PARR TRACTORS: 
| BY THE TRAINLOAD | 
POURING INTO ALBERTA 


To cut the cost of producing farm crops in Western Canada, a full train- 
load of thirty-one cars, one-hundred and twenty-five tractors, rushed into 
Alberta this week over the Can. Nat. railroad from the Hart-Parr factory 
down in Iowa. : 

A group of star Hart-Parr dealers co-operating with Hart Parr Alberta, 
Limited, of Edmonton and Calgary, are responsible for this splendid ship 
ment of labor saving, cost reducing, farm power. Similar trainloads are 
moving this mont to the farmers of Calgary, Saskatchewan and Saska- 
toon territories. Farmer demand for the powerful, low cost operating Hart- 
Parrs in Western Canada is such that the factory is operating day and 
night. . 

We have received a carload of tractors on this record-breaking trainload 
and invite the public to look them Over at our place of business. These 
are the new 1929.models of three-fuel Aart-Parrs, known everywhere for 
their low operating costs, tremendous power, and long Mfe. 

See these tractors for yourself. Hart-Parrs are recommended to burn low 
grade tractor fuels year after year for the life of the tractor. Cut your 
costs with Hart-Parr Power—ordered by the trainload for the Canadian 
farmers. Come, see them now. 


F. Fish, Dealer 


‘WAINWRIGHT 


SECOND AVENUE 


less interference. 
Radio Music Increases 
Factory Production 

Music is an incentive to better 
work on the part of employes in the 
opinion of Gustave Frankel, vice- 
president and general manager of the 
All-American Mohawk corporation. 
Soft but distinct tunes brought in 
over the radio tend to create an at- 
mosphere of’ co-operation and better 
endeavor he points out. 

“By actual tests we have found that 
more then 700 young men and girls 
in our plant” Mr Frankel stated ‘‘pro 
duce better work when stimulated by 
music over the radio. 

Similar results sre reported to be 
the experience of a Boston cigar 
manufacturer who has installed radio 
loud speakers in nis factory. 

Soft radio music is -probably all 
right for this purpose, but I would 
hate to think what the radio report of 
of a prize fight or a football game 
would do to factory production. 

How Many Tubes in 
a Radio Set? 

The radio receiver section of the 
National Electrical Manufacturers’ 
Association recommends that the rec 
tifier tube be included in the count 
of tubes in a radio receiver. A radio 


which the particular disease germ 
causes. This happens only in the case | 
of certain germ-caused diseases. 

As we have said, this conflict goes 
on all unknown to us. Unfortunately 
it means that as it goes on, many 
become sick and some die. By the time 


we reach adult life, most’ of us have | YOU 
developed an immunity to diptheria | Doris Dawgon——to ee heppy greet 
without having suffered from dipther |'"88 for St Valentine's day. 


ia and some die from the disease. If | 
we could acquire 
‘mmunity without being constantly | 
menaced by illzess and death, it is 
plain that it would be most desirable 
that we do so. At the present time 
we can secure immunity from a few | 
diseases by means of certain well-! 
known and accepted measures. ;Vac- 
cination makes us immune against 
smallpox, Diphtheria . immunization 
means immunity to diphtheria. 
Through Vaccivation and Immuniza 
tion, we can secure immunity in a per 
fectly safe and satisfactory way. It 
means doing in a controlled way what 
otherwise is done for most of us, in 
an uncontrolled and, therefore, dan- 
gerous way, which results in sickness 
for many and death for some. 
- Why not secure immunity from 
those diseases frcm which we can be 
protected, in a safe and satisfactory 


set may utilize six tubes for tuning, (manner? 


detection and amplification, but on 
glancing at the chassis one will see 
seven tubes the extra one being the 
rectifier in the power unit. The com- 
mittee recommends that the set be 
considered as dite of the seven-tube 
type. This rule would apply to all 


tubes used in the set whether for rec- !. 


tification, control, or receiving circuit. 
“The same associétion has also adopt 


WAINWRIGHT |ec a resolution urging the discontinu 


ance of the term “power speaker” be 
cauge they state that a certain degree 
of power is involved in connection 
with any type of speaker. Confusion 
results from the use of the term by 
those who. consider the electrodyna- 
mic type of speaker one of the power 
type. 

The universal adoption of these two 
recommendations would help bring a- 
bout a better understanding between 
radio manufacturers and listeners. 

(Copywright, 1928, by 'The Bonnet- 
Brown Corporation | Chicago) 


RADIO QUESTIONS 
AND ANSWERS 

Q—G. R. A. says: “I have an RCA 
60 which I have been using and would 
like to mount it in a big walnut cab- 
inet. Would it oe likely to interfere 
with the operation of the set if I took 
it out of its original cabinet and put 
it into the new oae?” 

Ans—It will be risking trouble to 
try to tamper with the set unless you 
are experienced und familiar with 
that particular circuit. Perhaps you 
could work it so you could place the 
whole set, including the present cab- 
inet into the new cabinet. 

Q—D. T. R. says: “One of my UX 
226 tubes shows guite a blue glow in 
it sometimes. The glow does not seem 
to affect the operation of the set much 
except that it seems to make the 
signals distort a little. What is the 
cause of this?” 


*  Ans:—The blue glow usually indica 


tes that there is some gas in the tube 
probably from a Jeak through some 
crack in the glass. — 

Q—O. F. H. says: “I am trying to 
tuild a satisfactory short wave recelp 
er but cannot get away from ‘‘body- 
capacity.” Whenever I put my hands 
anywhere near ‘jie knobs I chang® 
the tuning in spice of shielding. How 
can this be avoided?” 

Ans:—See that the panel is shield- 
ed and grounded. Arrange the circuit 
so that all of the tuning controls are 
grounded also. Set the apparatus as 
far back of the panel as possible. 


ABRAHAM LINCOLN 


By Clara McCreery 

Out of the New World’s heart | he 
sprung 

To save a land dissension wrung. 
Alone, with slow, sure steps he carhe 
Up from the crude frontier to fame. 
And there he took a lonely road 
To bear a soul-sick nation’s load; 
He watched and prayed through war’s 
. black night 
Nor closed his eyes till morning light. 
A plain, divinely buman man 
Was Lincoln, the American. 


Questions concerning Heath address 
ed to the Canadian Medical Associa- 
tion, 184 College Street, Toronto, 
will be answered by letter. Questions 
as to diagnosis and treatment will 
not be answered. 


FRANCE CALLS BRITISH 
NURSES fO AID FIGHT 
ON EPIDEMIC OF ’FLU 


France’s influenza epidemic has be- 
come so serious that it has been found 
necessary to import nurses from Eng- | 
land. { 

This proceedure ordinarily would be | 
attended with endless red tape, but 
1auch of this has been despensed with 
in the present iustance to facilitate 
treatment of cases in Paris hospitals. | 


| 
with | 


Meandering 


In this month of parties a costume 
party always stands out as unusual 
and attractive especially if it is an 
“Alice-In-Wonderland” affair and the 
costumes are made of crepe paper. 
The decorations may be of the paper 
as well and a lovely effect obtained. 
A crepe paper table cover on which 
a mirror placed in the center on which 
dolls dressed to represent the chara- 
cters in the book stand make the re- 
freshment table most attractive. 

The guests may be dressed in ap- 
propriate costumes and a prize award 
ed to the one who most accurately re- 
sembles any character in the story. A 
guessing game based on the costumes 
is also great fun for each person 
makes a list of the others present 
and the characters they represent and 
the one who makes the most accurate 
list receive a prize. Another entertain ' 
ing game is played by having slips of | 
paper each containing the name of a | 
character in the story one for each | 
person present and having each one 
write a short tale about the one he 
or she draws. 

Suggested Refreshments 

The refreshments may be extreme- 
Jy simple or as elaborate as desired. | 
{f the color scheine of the party is red 
and white, the food served might con- 
form to it as nearly as possible. A 
salad of cherries and apples with whip 
ped cream dressing. currant jelly and 
cream cheese sandwiches, cherry ice 
and tiny white frosted cakes are very 
pretty and tasty too. Of course, any 
other color scheme may be carried 
out with harmonizing refreshments 
and be just as attractive. 

(Copywright, 1928, by The Bonnet- 

Brown Corporation | Chicago) 


DO YOU KNOW THAT: 
Milk poured over the flames of a 
kerosene fire will quench it immedi- 
ately? ; 
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HEY - - HEY -.- GREETINGS FOR 


ST. VALENTINE’S DAY! 


Dan Cupid apostle of Love, sends 
his prettiest page here—Miss 


and dear to you whom you just can’t 
forget on the forthcoming occasion 
Mother, wife, sister, sweetheart or 
friend—remember “her” with a gift. 


Incidentally that heart must remind Just some little token that says 


the protection or you men folks there’s someone near | ‘'My heart is with you!” 


4 a a % 
A DOLLAR’S WORTH 
Clip this coupon and mail it with $1 for a six weeks’ trial subscription to 


THE CHRISTIAN SCIENCE MONITOR 
A Paper for the Home, World-Wide in Its Scope 


In it you will find the daily good news of the world from its 750 special writers, 
ns well as departments devoted to women's and children's interests, sports, music, 
education, radio, ete. You will be glad to welcome into your home #0 fearlesr an 
advocate of peace and prohfbition. And don't miss Snubs our dog. and the Sundin) 
and the other features. 


THE CHRISTIAN ScCIBNCE MONITOR, Back Bay Station, Boston, Mass. 


Please send me a six weeks’ trial subscription. I enclose one dolar (81). 


(Name, please print) 
pe 


(Address) 


(Town) 


a 


COME IN 


AND SEE OUR JOHN DEERE 


TRACTOR DEMONSTRATION 


SHOWING FOR THE 


NEXT TWO WEEKS 


WILL SHOW YOU SOMETHING NEW WHETHER YOU 


BUY A TRACTOR 


NOW, OR AT ANY FUTURE TIME 


E. E. (GENE) TORY 


Wainwright 


>hone § 


Wainwright Realty Co. 


C.P.R. G.T.P. 
& HUDSON BAY LANDS 


IMPROVED FARM LAND LISTINGS WANTED. 


Wainwright Realty Co. 


Office:—Fraser Bldg. Second Ave. Puone 78 


MAKE YOUR HOME A 


Home - Sweet - Home 


w 
PLAN TO BUY NEW FURNITURE AND FURNISHINGS, AND 
WE WILL TELL YOU OF VALUES THAT ECLIPSE FOR LOW- 
NESS IN PRICE ANYTHING EVER ATTEMPTED. 


TALK IT OVER TONIGHT BY YOUR FIRESIDE—PLAN THE 
MANY NEW THINGS YOU ARE GOING TO BUY TO BEAUTIVY 
YOUR HOME AND MAKE FOR GREATER COMFORT. 


McLeod & Son 


THE FURNITURE MEN 


Second Avenue Walnwright 
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CONTINUATION OF 04 HEATH SCHOOL REPORT 


WAINWRIGHT'S EXCLUSIVE. Town in Fine |@Churcbes | =~ 


PE RR, GRADE | 


(Continued trone'page 1) xy || D- Jones, 1st; R. Turnbull, 2; and w. 
LADIES’ WEAR STORE |,,2»- renew & Lodges jaune es 


N. McFadyen 
le. The floors, however, 
very favourable i L. Touchette 


yt ‘dChurchof Canada 0. Ford 
WE HAVE JUST. RECEIVED . Bakery —1 found general condi- e cc a GRADE IV. 


tions here very good and satisfactory Ww. GAten OuT:: ; 
7} ‘ _ AN ADVANCE Poot Halls (2)--Both these prem- . Jones 


ises are maintained in reasonably daiting The Presbyterian Chureh In| V- te pied 
Sm 


- good clean condition, and now leave! ianede, The Methodist Churen, anal ¥: 
litthe ré6om for complaint, The Congregationau’ Churches Of » Turnbull 
, ‘ Barber Halls (2)—Satisfactory con OCemada) |J. Sutherland 
¢ ditions swete observed at each of ey GRADE Vv 


‘ Jones 
TWO & THREE PIECE ENSEMBLES these places. Rev N. W. Whitmore .... Pastor 
i ’ Wainwright Hute]—These premises GRADE VI 


ALSO a tamey SMART ; had only recently changed hands. 11 am.—Morning Service . Cooke ; : W H ER E’ Ss TH E 
Several alterations and improvements . Smith ‘ ; 


o the interior cf the premises rode Subject—“The nced of patience” Jones : 
. ' i ; B. Touchette . 
being’ carried out. Present ana C.G.LT. choir will assist in the , nase will 
however, appeared clean and in rea- service. | 

sonably good or-lkr under such cir- or e Bouck 

' “IN SILK AND SATINS cumstances. A decided improvement | 12 noon—Sunday Schoo! : snag = 4 

: ‘ to the kitchen walls, etc. had been m.—Greenshields . . n : 

THEEH: ARN THD ROWis Ae Wald. BE VERY POPULAR carried out by the previous hotel pro- | ae - | A. Turnbull WHICH WAY I8 THE CROWD Go- 


‘ r 7 : 

, iv — Service M. Wallace 2NG? IT MAY BE THEY ARE 
& prietor, Mr M. iforster, and with ex-| 7.80 p.m.—Bvening ah 
M WV 5 RRY. 
For SPRING SUM ER EAR ception of the rvom at rear of said Subject—“The place of reverence | °° Smith iencbc ix an Ge iN katie a ee 
- kitchen where floor and shelves were |i, q modern world” : 

ordered cleaned, conditions were now] antnem—“Selected”—The Choir . Potvin 82 PAY FOR THEIR FREE SHOW 
very satisfactory. disiemee . Mord 1 WITH ALL YOUR MOST VALUED 


NEWEST IN HATS AND SILK HOSE Park HotelsWith exception of that YOU ARE WELCOME » Turnbull 14 FOSSESSIONS, OH 
rtion of premises-operated as a a ——n , 
sauna the general condition here : Plants are automatically irrigated Have You a 
TO ARRIVE THIS WEEK was found very tavourdble through- St. Lukes Church ra SK peat esti ig FI E _ 
t. I served noti th rietor ntroduced. It has walls, the 
Soe eae |e ng forte eae antl] FIRE INSURANCE — PQLICY ? 
etc. thoroughly cleaned up, and made = the outer one of a waterproof sub- me 
sanitary in evecy respect within 24 stance. The two are united at the top 
Women’ Ss Specialty - Shop| hours, also to disconnect waste pipe bt ne between ie Maer bes. ote the JOS. WELCH 
Wainwright éading from sinks and through build- Rev. Father Murrhy, P@stor "g by water. ; ckpkET WACUACOR 
Main Stress ‘ng to cesspool, and finally to discon- otorists traveling over . strange . 
tinue the use of small cesspool situat-] .sERVICES, SUNDAY, NEXT | 084s or driving at night are guided 
td too near the dailding immediately. Pana pea pees under 
4 large and properly constructed con 11 am.—Wai igh hronize 
crete cesspool had been provided this a a Se ease of the| “ith the speed of the car, = as 
hotel at about the rear end of lot, but the vehicle progresses, 
appeared not to have been’ greatly _ . ~|7 " ; 
used. The use of this latter cesspool ee ra ; ‘i -" . 
meets with approval. The Presbyterian Church CLASSIFIED ADVTS. Spring Is Only “Inches” Away -- 
Cafe & rooms (3)—Each of these : ; 
premises were inspected, and condi- In Canada 


ee |__rasux | Is Your Car Ready? 


Public Schoo!—Premises through- St. Andrew’s, Wainwright KABY CHICKS- CANADA'S BRED- 
out ‘are maintained in propér good to-Lay 100 per cent Alive Guaran- 
order. Rev W. S. Brooker : : Pastor teed. Breeding Certificate sent with One of these fine days, the steadily warming sunshine will stir in 
C.N.R. Depot-—These premises had chicks from tested, trapnested Leg- you the impulse to take a ride out along the country roads. But, on 
within the last week been completely SERVICES NEXT SUNDAY horns, Barred Rocks, Reds, Ancopas "6 try t 
destroyed by fire. Minoreas, Wyandottes, Orpingtons. second thought, you reflect “Guess the ’bus isn't in shape to risk a 
General—With exception of the few| 11 a.m.—Morning Service 12 month Poultry Course Free. In- ime ties ; 
places as aforementioned where im-| 12 noon—Sunday School cubatora, Brooders Free Catalogue. P- 
provements were necessary ina minor| 7.30—Evening Serviee Alex. Taylor's: — 862 Furby, Best have it REPAIRED NOW. Y es completely gone over to look & 
form, the present general conditions St, Winnipeg, Mian. 37-2 run LIKE A NEW CARI We'll attend to It. Get our low estimate for 


of the town appeared satisfactory. — ue : 
“J. Wiliams” the service. 


Health Inspector on SE nuose LOST 


Blessed Sacrament 


CONTINGATION or ‘| “gRVAne [SOLD RLGIN WATCH IN PLAIN|} <6 S879 ——— —_ 
John Barrymore} wanwsiom Sultable rewart paid for retur to DUPRE’S GARAGE 


_ WAINW+rjGH't CODGR J. P. Cruse, Box 88, Wainwright, or 
NO. 45, 1.0.0.F. Star office. 13-2 
continued from page 1 


successful. men = ; suits, not the least of his accommplish Meets every Monday night at 

out of barefoot = Sse ments being skilful thievery. Para-| 8 p,m. in Oddfellows Hall over 
RT a doxically enough, this poet whose ver-| Washburn’s Hardware. 

ses thrilled royalty and changed the -_-— 

destiny of his ccuntry, was so much Visiting brethren always welcome 

| the vagabond that his closest friends 

\ were found in the strang Court of P. E. WILEY, N.G. 

i Miracles. 


4s T g@ 

URN your visions into William Cameron Menzies. are di- W. HUNTINGFORD, R.S. he time O 
te reetor in designing the setting for this B. KARMAN, F. 8. } ; 

realities by means of a Bank ; gathering place of street crooks im- : 


ee 
parted to it a quality of mysticism |e eee 


of Montreal savings account, that proves intriguing to all who view| UMISK ENCAMPMENT NO 4 


it. | 
Luu &. 
as thousands of other Ca- ‘The Beloved Rogue” reveals John iil sto T ouble 
. . Barrymore in a characterization that ; 


nadians are doing. is startlingly different to anything he avg sa alegre ae Wain- 
has attempted previously. Pees ome uraday 


wy ee 
of every month at Hight p.m. 
Visiting and Travelling Patriarchs 1S e ore | 
Riding a surfboard is becoming in-] lways welcome. 
; creasingly popular among persons : . 
BANK OF who like water sports but its possibili R. G. DUNSMORE, C.P. 


ties have been somwhat limited as it . F. MORRIS, Scribe. . » 
| has been necessary to have some sort ae ie) (eel 
MONT REAL has ben linnaed Ina unt that as S77 SUBSCRIBE wo the STAR 


has been eliminated in a unit that has 

. “| ite own power plant an outboard mo- |- 
Established 1817 tor attached to the end. The board is 
Total Assets in eacess of $870,000,000 wide, is fitted with ropes for holding < 


cnto and attains a speed of thirty For future, by stopping troubles before they have time to develop. 
lniles an hour. 


Regular attention to your car’s needs will prevent big repair bills in the 


, Our Chevrolet-Oakland Preventive Service Plan is now saving many dol- 

ae : Hearty | lars for our owners, and keeping their cars always in top-notch condition. 
YOu SHOULL Y oun g . Come in and let us explain how simply it works and how little it costs. 
a USE “KEENO”|) APpetites : 
Wainwright Branch: J. CUTHBERTSON, Manager ite - eA Pr { 

Edgerton Branch: H. C. CHAPIN, Manager pol pe ag Assures — even ive 

eae and Strength OUT: DOOR PLAY IN THIS wae == 
Irma Branch: R. M. CAMPBELL, Manager It Ae ; ’ 

seep snd olesiot tee ee || wonrmr WEATHER CERTAIN. @] SERVICE PAYS 
— —— : —— 0.” This excellent medicine — 
IT PAYS TO ADVERTISE F a aod. dives sleinoa ae Seen ee . Our Preventive Service Plan makes it easy to 


HEARTY APPETITE. YET, ONE ‘keep your car in trim. Just drive in at 500, 1000, 
THAT IS HAPPILY SATISFIED ' 1500 and every 1000 miles thereafter and we will 
WITH OUR FRESH: go over your car, perform the required service and 


qj Carter. “My health check all the features which might cause trouble if 
was in a genera y 


H ow Ss Th e Furn a ce ; : oa : weak, run down con Bake d neglected. Rates are very low. Ask us! 


from kidney ani 
iver ailments. I could not sleep wel 


| my nerves were in a weakened i 
ACTING THESE DAYS? DOES IT NFED REPAIRS? JUST CALL pons “KEENO” relieved Feibrana Delights 


ON ME, AND, V’LL PUT IT IN FIRST-CLASS SHAPE FOR YOU for me and 1 LE now enjoy  splendi f 
Pecommend this fine medicine to “CREMO BREAD” b e 
“KEENO” is recommeneded to relievi : 


, Taste the Difference 
Gas Installation a Specialty well CHEVROLET AND OAKLAND DEALERS 


—_—— 


Billings Bakery Wainwright, Alberta 


The Home of Good Things To Eat 


Wainwright Sheet Metal Works 


F. W. FISH. Proprietor. 
PHONE 41 Second Avenus WAINWRIGHT STANDARD PHARMACY roe oe veer 


WAINWRIGHT, ALBERTA 


PROFESSIONAL 


LEGAL 


a V. FIELDHOUSE,, K.O., 


BARRISTER 
Suiic *2t, Notary, etc., Wainwrigh 


@dgerton, Chauvin. Special attentic 


giver to the collection of accour 


M. G, GARDELL 


BAKRISTER ._. SOLICITOR 
WNotaty Public, Commisioner 


/ 
/ 


Money to Loan 


Again Street, Wainwrigh 


MACKENZIE & KENNY 


Barristers, Solicitors 
Notaries Public 


MAIN ST. WAINWRIGH1 
I 


MEDICAL 


H. C. WALLACE ™.0.,c.m. 
Foys:cian and Surgeon 
— 

Post Graduate of Montreal and 
Liverpool 


Phones—Office, 55; House, 68 
Wainwright - - - Alta, 


rr ee ee 
DENTAL 


| 


DR. H. L. COURSIER 
Dental Surgeon 
ARMSTRONG BLOCK 


——_—_—__— 


At Irma every Tuesday 
At Edgerton every Thursday 


GAS X-ray 


Main Street, Wainwright 


—_— 


FUNERAL DIRECTORS 


J. C. McLEOD & SON 


Funeral Directors and Lmbalmers, 
Complete stock of funeral supplies 


Prompt and Careful attention. ex 
Pressed. 
Second Ave. Wainwright 


i 


: AUCTIONBER 
tc 
J. W. STUART 
Auctioneer 


Licensed for the ‘Prov. of Alberta 


WAINWRIGHT - 
Phone 32 


ALTA. 
P.O. Box 88% 


“Where Poor Eyes and 
Good ‘Glasses ‘Meet” 


IRVING KLINE 
Registered Optometrist 
and Jeweller 


10124 Jasper Avenue, Edmonton, Alta 


Mail Orders Given Close Attention 


When Food 


| Sours 


Lots of folks who think they have 
“indigestion” have only an acid eondition 
which could be corrected in five or ten 
minutes. An effective anti-acid like 


Phillips Milk of Magnesia soon restores 
digestion to normal. 


Phillips does away with all that.sour- 
ness and gas right after meals. It pre 
vents the distress so apt to occur two 
hours after eating. hat a pleasant 

reparation to take! And how good it is 
or the system! Unlike a burning dose 
of soda—which is but tem rary relief 
at best—Phillips Milk of Magnesia neu- 
tralizes many times its volume in acid. 


Next time a hearty meal, or too rich 
« diet has brought on the least discom- 
fort, try— 


For Sale by 


WAINWRIGHT. 
PHARMACY 


MAIN STREET 


LY 


. Always in Stock at 
STANDARD PHARMACY 


MAIN STREET 


W. J. HUNTINGFORD H : 
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Che Waiuvright Star 


v1 . 
‘ . 


Editor and Publisher 


‘ 


Published Every Wednesday Morning 


st The Star Building, Wainwright, Alberta. 


Subscriptions  ¢ 
To Subscribers in the 40-mile ra- 
dius 2.00 per year; “other post office 
points. Canada $2.50 per year; United 
States, England & Foreign Countries 


‘| 3.00 al year. All atrietly in advance 


Advertising Rates ~ 

Contract rates supplied or applica- 
tion. 

Classified, strayed, etc, not exceed- 
ing 25-.words 50c for first insertion 
three insertions for $1.00 strictly pay 
able in advance. 


c 


WAIN WRIGHT ALBERTA 


Legal and Municipal _ Advertising 
15 cents per line for first insertion 
and 10 cents. per line for each sub- 
sequent issue. 


Transient Advtg—Cash with Ordet 


All changes for Contract advertise- 
ments will be inserted till forbid and 
charged for accordingly. 


Accounts rendered monthly 


ct: aque SERA oa | 13th., 1929 


ee 


“Someone has spoken il of you.” 
“It matters not; 1 will endeavor so to 
live that nobody will believe it.” 

PLATO 


AND SUNDRY 

FOR ALL . | 
The attention of taxpayers and non- 

taxpayers residing within the limits ! 

of the Wainwriznt municipal hospital 

Cistrict is called to the advertisement 

appearing on another page of this is- 


‘] sue. 


This advertisement notifies resident 


|Don-~taxpayers that if they wish to 
| take advantage of the minimum rate 


of One Dollar per day in the Wain- 
wright hospital they must pay the 


}sum of Six Dollars to the secretary 
|} treasurer of the Hospital Board for 


such privilege. 

Resident taxpayers whose hospital 
tax amounts to less than the sum of 
Six Dollars must pay the difference 
between the sum of such hospital tax 
and Sfx Dollars to obtain the same 
privilege of the m:nimum hospital per 


.| day rate. 


In each instance the One Dollar per 
day rate will not be available until 
tuirty days after the payment of the 
necessary amount so that it behoves 
those affected to see to it that this 
rmall amount is paid in to the secre- 
tary of the hospital as quickly as pos- . 
pible. It is good policy to place your- 
self in good standing so that this pri- 
vilege is availabie as soon as can be. 
I. is good insurance, and may save 
many times the amount thus laid out, 
should you through accident or sick- 
ness become a patient. And that is 
something we are all liable to! The 
privilege extends for the period of one 
year from payment of the tax. 


PREMIER OPPOSES 
MOUNTED POLICE 

The provincial government will not 
recommend to the Legislature accept- 
ance of the federal government’s pro- 
posal that the Mounted Police should 
take over the policing of the province 
says advices. 

In making the announcement, Pre- 
mier Brownlee is reported as admit- 
ting that the change would result in 
the saving of a sum of money by the 
province, but the saving would be | 

nt to “off-set” the value of 
retaining the administration of the 
police ‘force.’ The only enlighten- 
ment offered on this somewhat cryp- 
tic. assertion by the Premier is that 
definite control of the police is ne- 
cessary if law enforcement is to be 
satisfactory to all concerned. 

‘Has ‘Mr Brownlee any reason for 
assuming that laws, federal or pro- 
vincial, would not be enforced effi- 
ciently by the MountedPolice? What 
ig the basig of his belief that cer- 
tain provincial laws can be enforced 
best by the prov/nce’s own police? 
Apparently his coaviction is so strong 
that he is prepared to make the prov- 
ince pay nearly $200,000 a year to 
prove it. He must have some sources 
ot information denied to Premier 
Gardiner in Saskatchewan, where the 
provincial laws sre being enforced to 
the general satisfaction by the Mount 
ed Police. 


*** Why would a man pay a quarter 
million doMars for a seat on ‘the stock 
exchange which he never uses? Why 
does anyone send away for lumber 
when a branch of the largest chain 
lumber company in Canada is located | 
right in town and will save them 
money and supp'y better lumber than 
they can buy elsewhere? Atlas Lum- | 
Ler Co. Joe Welch, mgr. 


TRACTOR DEMONSTRATION 
AT THEATRE FRIDAY 
| 

Evidence of the rapid return of buy 
ing power of farmers in Western Can | 
ada was vividly shown this week by 
the entrance into Alberta of a ‘“Pros- 
Ferity Special” Trainload of Hart- 
Parr Tractors. Tris was a complete 
trainload of thirty-one cars with one 
hundred and twenty-five tractors. 

These tractors came through from 
the factory at Charles City. Iowa, on | 
a special daylight run by way of 
Minneapolis, to Emerson and Winni- 
peg, and on to Edmonton. 

This record trainload shipment with 
asgessories and parts, amounting to 
over $200,000 was made possible 
through the insight and ingenuity of 


WAINWRIGHT | Hart-Parr Alberta, Limited, of Edmon 


ton and Calgary, distributors of Hart- 
Parr tractors in Alberta. Co-operating | 
with them was their organization of 
star Hart-Parr dealers in the follow- 
ing towns: Vilna, Stettler, Chinook, 
Edgerton, Viking,. Redland, Three 
Hills, Trochu, Munsen, Delburne, 
Elnora, Wetaskawin, Wainwright, Kel 
sey, Hanna, Colinton, Oyen, Hessler 
Camrose, Alsask, Byemoor, Kitscoty, 
Isley, Tofield, Bashaw, Grand Prairie, 
Vermilion and Lamont. 

F. W. Fish MHart-Parr dealer at 
Wainwright has ‘a carload of tractors 
in this shipment and is very proudly 
showing them as evidence of prosper- 
ity in his business. Mr Fish states that 
he intends to have tractors on hand 
for early delivery to his farmer cus- ! 
tomers and expects to do a banner 
business during 1929. In conversation 
& few days ago with Mr Scott of Hart 
Parr Alberta Limited, he states that 
he was just returning from the Hart- 
Parr factory, where he had‘ gone 
through the new million dollar addi- 
ion which had just been built so the 
company could double productions for 


to the secretary. 


of tax. 


20-2 


i 


| 
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NOTICE TO RATEPAYERS & NON-RATEPAYERS 


Wainwright Municipal 
Hospital District | 


RATEPAYERS--whose Hospital Taxes do 
not amount to $6.00 shall be entitled to 
Hospital privileges including the minimum 
rate of $1.00 per day, thirty days (30) after 
the difference between such taxes and. the 
sum of §6.00:has been paid to the secretary 


NON-RATEPAYERS -- Hospital privileges 
including the minimum rate of $1.00 per 
day shall be extended to non-ratepayers 30. 
days after payment of $6.00 Hospital tax 


Hospital tax may be paid at any time and 
Hospital privileges will be for a period of 
one year from date of receipt of payment 


Don’t Miss This 


ICE CARNIVAL 


AT THE RINK 
WED. FEBRUARY 20 


COMMENCINC AT EIGHT P.M. 
FOR BIG LIST OF PRIZES SEE POSTERS 
GOOD TIME ASSURED! GET YOUR SKATES ON AND MAKE 


MERRY WIT#i THY CROWD AT THE RINK ON 
WEDNESDAY NEXT FEB. 20th. 


WAINWRIGHT BAND IN ATTENDANCE 


——— 


1929, The trainload shipmént.to West i 
ern Canada according to Mr Scott, is) py. 1., $160 up 


one ‘of a series of weekly trainload 
being shipped out from the big:-Hart- 
Parr factory. Already trainloads have 
moved to Kansas, Colorado, Montana? 
Illinois, Calgary, Regina and others 
are scheduled for jthe rest of this 
month to Saskatoon, Saskatchewan 
rortheastern Montana, and other sec 
tions. The motorization of farms is in 
full swing everywhere. 

In an ad in this edition Mr! Fish, 
invites you to look over these new 
1929 model Hart-Parr tractors at his 
piace of business and to be present at 
the School of Instruction to be held 
vn Friday next February 15 at his 
showroom and theatre. 


CALF CLUBS 


Hotel 


10ist Street 
(Near Union Depot) 
EDMONTON 


FIVE STORIES OF 

SOLID COMFORT’ 

The Home of Service 
and Comfort. 


FIRST CLASS CAFE 


Free Bus to and from all 
trains. 


R. E. NOPFLE Manager 


DEVELOP STOCKMEN  qemmeeemmmesremerreeresmmmmrmenmrse= 


oo 


| ing centres for high class cattle. The 


Calf feeding competitions are doing | minister also points out the addition 


a valuable work in training boys in | al value of this work in the training 
the care of cattle. From a start of ten lit affords the boys in all phases of 


clubs organized in the Province of | jive stock feedin» and management 
Quebec seven years ago, there are nOW | and in the keeping of record of feed 
:n operation upwards of | costs and production. 


clubs in which the young people are | 


per feeding handling and exhibiting 
f calves The work is carried on joint 
\y by the federai and provincial De- 
partments of Agric. each providing 
fifty per cent of the prize money a- 
warded and shuring the supervision 
of the 
youths 
good type and breeding and feed and 
care for them contiffuously under su- 
pervision until the following year 
when they are brought together as 
yearlings for competition. Some of 
the Clubs have as high as eighty mem 
bers. The bringing together of the 
stock of so many enthusiastic young 
reople arouses great interest and it 
7s stated. by the Hon. W. R. Mother- 
well, Minister of Agriculture at Ot- 
tawa, in his report for the past fiscal 
year, that an attendance of a thous; 
and or more at a Calf Fair is not un- 
usual. The influence of this work in 
the district is far reaching and Clubs 
iapidly develop into community breed 


clubs during the year. The 
start with young calves of 


G. T STEEL, Secretary-Treasurer , 


gaining valuable experience in the 


HOW TO WALK AND 
LIVE LONGER 


@4 


It has often ‘cn said that the only 
g00d Indian is 2 dead Indian. And 
that goes for the pedestrian. However 
that goes for the pedesrtian. However 
the pedestrian claims the sante about 
the motor car driver. The truth of 
the matter is it is which ever you 
fFappen to be at the time— ome 


Royal George 


or driver. 

But, to my mind the pedeatriat is 
more to blame t'.an the car driver. I'll 
attempt to prove it. 

I've stood in the Chicago loop dur- 
ing the busiest shopping and traffic 
hours, and watched the pedestrians 
at play. He seems to be constantly in ‘ 
a dream and it is a wonder that he | 
evcr wakes from such a dream so dar 
ing are the chances he takes with mov 
ing traffic. He scems possessed with 
the thought that he is perfectly safe 
while crossing a street and so pursues 
his crazy way through traffic in utter | 
ignorance of the fact that scores cf 
curses follow him. 

Listen here, Mr and Mrs Pedestrian 
sooner or later, if you don’t watch out 
there jis going to be sadness in your | 
Samily that you won’t know-about. My 
advise to you is—WATOCH YOUR- 
SELF! : | 

You can save a motor car driver 
from being arrested for manslaughtec 
Ly thinking of other people, in addi- 
tion to constantly thinking about your 
self, You can use your head and be on 
the lookout while walking through a 
traffic and behave as if you were in 
a trance. 

The jaywalker is the reason for my 
gray hairs, and those on the heads of 
a million other notorists. 

Durant | read has paid the $25,000 
prohibition prize for the winning es- 
say. And all Mr Durant has now to 
do is to pull the plan to work. Well 
I know a millionaire who will cheer- 
tully give more than that to the chap 
who invents a portable block and 
tackle arrangement to swing him over 
traffic. 


TO SEE BEATUIES OF 
OLD EUROPE THIS YEAR 


WINNIPEG—tennies are being 
saved and Histo~, and French are be- 
ng brushed up by scores of Western 
Canadians who are looking forward 
to a tour of Europe this coming sum 
mer. Early as it is in the season, the 
Canadian National Railways have al- 
ready announced the completion of 
arrangements fur their four annual 
yersonally conducted European tour. 
The Cunarder, Andania, will leave 
Mentreal on July 5 and from the word 
“Go!” it will be nigh holiday for the 
school-teachers and other lucky ones 
who are on board. 

Mctor jaunts through England and 
Scotlond will take up places drenched 
with history, piaces whose names 
make the imagination quiver—Mel- 
rose Abby, Holyrood, Abbotsford, War 
wick, Kenliworth, Stratford-on-Avon, 
Oxford, Hampton Court, Stoke Poges 
—there will be a steamer trip on Lock 
Lomond a visit to the ‘Trossachs, and 
days in Glasgow, Edinburgh and Lon 
don. Then there will be a long stay in 
Faris and a journey to Versailles and 
to the battlefields. 

Those who stay in Europe longer 
will visit Brussels and Cologne and 
end Switzerland, and the travellers 
with even greater leisure will have the 


, Joy of going down into Italy—-Milan, 


Venice, Florence, Rome, Genoa——and 
and to Nice and Monte Carlo. 

The first return steamer, the Aur- 
ania will depart from Southampton 


‘on August 3; tne second the Auson- 


.fectants or deodorants. It 


1a from Cherbourg on August 10; and 
the third, the Alaunia, from Cher- 
bourg on August 24. 


Operated by a current from a light 
.ng socket a portable humidifier for 
the home or office helps keep the air 
at healthful moistness and may also 
be used as a means to spread disin- 
is shaped 
and decorated in the form of an at- 
tractive urn, and the connections are 
eo adjusted that the current is turned 
off automatically if the container 


goes dry. 


‘CULTURED “HOBO” WRITES oF HIS 


PAGE 5 


TOUR AROUND THE WORLD 


A vagabondiny tour of the world 
recently brought Rene Muhlich (a- 
bove) 25 years old of Austria to Los 
Angeles, Calif. His home if he can be 
said to have one, is in Vienne where 
his father— Karl Muhlich — is pub- 
iisher of the Wiener Tageblatt. 

Young Muhlich started his 


hobo 


Lour two years ago. During that time 
he has traveled far and wide and 
worked at no less than 200 different 
jobs. He has even sold his blood for 
transfusion purpuses to make a few 
dollars. In-between-times he writes 
ivavel tales for European newspapers 


HERE AT LAST! 


DE SOTO 
SIX 


THE NEW DE SOTO SIX HAS ARRIVED AND IS NOW ON 


DISPLAY AT THE 


Old Chevrolet Premises 


ON SECOND AVENUE. YOU ARE CORDIALLY INVITED TO 


CARS. 


COME IN AND INSPECT THIS NEW CAR, WHICH 
HAS NO EQUAL IN THE LOW-PRICED FIELD OF 


yD 


WHETHER YOU INTEND BUYING A NEW CAR OR 


TRADING IN YOUR OLD ONE, COME IN AND GIVE 
THIS SUPERB BUYING THE “ONCE OVER” 


Wainwright Motors 


P. J. POITRAS, MGR. 


WAINWRIGHT 


BRING YOUR JOB 
PRINTING 10 


THE STAR 


Quan Hall 


THE EMPRESS CAFE 
AND BAKERY 


Good Meais 
Good Rooms 
Clean Beds 


Meals At All Hours 


(CORNER OF FIRST AVE. & MAIN ST.) 


Proprietor 


__ CHAUVIN-EDGERTON CO-OPERATIVE 
LIVESTOCK MARKETING ASSOC. LTD. 


SS sssssseessssessssissesnessnsnstnsss 
Will ship LIVESTOCK from shipping points from Chauvin to 


Fabyan 


MONDAY,. FEBRUARY 11, 


1929 


Ship your cattle the Co-operative way and get the benefit of car- 
lot sale if you have one head or fifteen ~ 


List them with—K. Lindseth, F W. Watts, G. W. Babbs, R, H. 


Valleau or F. M. Ford at Heath 


CHAS. E. MILLER 
Shipper 


Eee 


F. F. PARKINSON 
Secretary. 


wit aman sere 


A TEMPTING 
; JUICY STEAK 
WRiTe A POEM 
ABouT A 
Wuicy STEAK 
AND ALL THAT 1 
CAN THINK OF IS 


“48 m*poem in itself, The only way 
to get the real flavor out of 
the subject is to eat it, “Every 
steak or chop. sold by us lives 
up to the first class reputation 
enjoyed by this market. All of 
our meats are possessed’ of the 
proper food values. 


| 2 ths for 35¢ 


MODEL MEAT MARKET 
Phone 33 oe" Alta 


WAINWRIGHT HOTEL 


By SP 


A HOME AWAY FROM HOME 
WARM .COMFORTABLE ROOMS 
REASONABLE RATES 
GOOD SERVICE AT ALL TIMES 


Main Street Wainwright 


—" 


They Belong to Farmers | 


This Company is farmer-owned and every ‘dollar of earnings be- 
longs to farmers. 
loy- 
Every dollars of earnings is either paid back to farmers or emp! 
ed in strengthening the Company for still greater usefulness to farm- 
erer. , 


Deliver your grain to 


UNITED GRAINGROWERS [2 


Elevators at; Wainwright, Irma, Edgerton, Ribstone 


“Convenient Comfort-- | 


Selkirk Hotel Yale Hotel 


Jasper Ave. and 101st Street. 10018 Jasper Ave 
These Hotels situated im tlie centre of the City offer every 
cosrentene may ue +e reasonable. 

eustom is specially catered to are very 
- ROBT. McDONALD, Proprietor. 


By Dr ARTHUR L. FORSTER 


Without going into the physiologic 
reasons for its value as an addition to 
the diet of persons suffering from per 
nicious anemia, it may be said that 
certain constituents of liver are of 
great help to these patients. 

Preparations of Liver 

Since its use has become practically 
universal the liver that was given us 
by the. butcher when we were boys, 
now cost’ 90 cents a pound. The old 
law of supply and demand plus the 
usual custom of usury in cases of nec- 
essity are now in full operation. 

Most pharmaceutical houses put out 


| A 


ANN 


7 


a liver extract in capsules © which 
cost an exorbitant sum. I have esti- 
mated that it woi.ld cost tu. 

nearly 50 dollars a month to get the 
amount of liver substance he requir- 
es from this source. . 

In rural communities fresh liver 
may cost less thar in urban centers, 
which makes the expense considerably 
less. And the most element weighs 
heavily in most cases as these pa- 
tients are not self-sustaining. Many 
are unable to work for a number of 
months, during an exacerbation of the 
digease which adds to their financial 
burden. 

Any kind of liver will answer the 


. | purpoge. It need not be fancy calves’ 


Homes Tonicut 
rae gegen ge fm 
mbroken rest. Castoria is the cause of 
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Always in Stock at 


STANDARD PHARMACY 
MAIN STREET 


For Sale by 


WAINWRIGHT 
PHARMACY 


MAIN STREET 


Advertised Goods 


-Are Lower 


ADVERTISING turns over stocks rapidly, and therefore multiplies profits 
Tris means that prices in a shop which advertises can be short rather than 


long. 


Of this you may be sure: Prices in a shop which advertises are not MORE 


+ 


oftentimes lower. 


¢ , than in a shop which does not advertise. The chances are that they are 
% 


. 


This, also, is gencrally true: You will find better gooda. better values and 
better service in those shops which turn over their stocks rapidly. This 


means, as a general] thing, shops which advertise. 


A NOTE TO MERCHANTS 


Advertising costs you nothing—it is paid for by the profits on increased 


sales. 


Advertising is easy—it is simply saying in writing what you say to the 
customers in your shop. Turn over stocks quickly, if you would make more 


money. 


READ THE ADS., THEN SHOP 


WAINWRIGHT 


liver. Beef liver and hog liver are 
just as good In fact I wonde r if the 
liver of a mature animal does not con 
tain more of the elements that furnish 
the patient with what he needs than 
does the liver of a young animal. 
Recipes for Liver Diet 
Inasnruch as the average person 


| 900n becomes tired of liver every day 


prepared in the same way, its prepara 
tion should be varied so that he will 
not develop a distaste for it. Inci- 
dentally the usual fried liver is apt 
te be indigestible particularly to one 
whose digestion is in any event none 
too perfect. The foilowing recipes will 
help to overcome this difficulty. 
Liver Rice Soup 

Boil the bones from the family roast 
sieak-or chops to form a stock. In 
this cook the required portion of chop 
ped liver and add rice, beans or other 
vegetables as desired. 

Liver Balls 

Combine minced liver with mashed 
potatoes form into balls, and fry in 
deep fat. ; 

Liver Croquettes 

Prepare as any other meat cro- 
guette by grinding the liver until very 
fine and mixing with broth bread 


crumbs and egg. Shape and fry in fat 


Liver Pudding 
Mix ground liver, bread or cracker 
crumbs, egg, seasoning and milk. 


he | Bake in a casserole. 


Liver Au Gratin 
Mix mineed liver, mashed potato 


and milk with seasoning and butter 


recipe for boiled dumplings. 
Liver Souffle 

Prepare a cream sauce, add grated 

cheese and stir cver the fire until 


cheese is melted. Add chopped liver 


and beaten eggs. Bake 
Liver Pot Pie 


Combine boiled or baked liver with 


potato, onion and meat stock. Place 
in a baking dish and cover with crust 
Mock Duck 

Take a fresh liver and stuff with 
duck dressing ( sage and onions which 
should be parboiled before being mix 
ed with the other ingredients.) Place 
the stuffed liver in a pan, cover with 
strips of bacon and baké for two hours 
basting frequently with the bacon fat. 

Liver Salad 

Grate raw carrots, add a little chop 
ped raw apple and chopped liver Serve 
on lettuce with suiad dressing. Or com 
bine this with lemon or orange flavor 
ed gelatin and pour into a mold. 

Liver Ice Cream 

Mix as for ice cream half a pint 
cream, %0z. covoa, % oz sugar, a 
pinch of salt. Then add 1% oz ground 
liver and freeze the entire mixture, 

Liver Cocktail 

Scrape the liver and run through a 
meat grinder twice. using the finest 
cutter. Place on the ice at once. One- 
half pound of liver makes four table- 
spoonfuls of the crushed product. Pre 
pare a sauce of tomato catsup, %4 cup 
lemon juice, "% cup; Worcestershire 
sauce, 2 tablespoonfuls; chives (finely 
chopped) 14 teaspoonful; salt and pep 
pr to taste. Mix the liver and sauce 
in the proportion of 1 part of crush 
ed liver to 2% parts of sauce. Chill 
thoroughly and serve in a cocktail 
glass with salt crackers or wafers. 


(Copywright, 1928, by The Bonnet- 
Brown Corporation | Chicago) 


\ 


BRUSH UP ON YOUR 
FLYING HISTORY 


The first flight across the Atlantic 
was make May 8. 1919 by three U.S. 
Navy seaplanes. Ouly the N-C-4 flown 
by Commander Read arrived at the 
Azores in condition to continue on. 

The first attempt at a non-stop At- 
lantic flight was made by two Eng- 
jishmen, Hawker and Grieve, who flew 
irom Newfoundland May 16, 1919 be- 
ing forced down at sea 1,000 miles out 
The first successful non-stop flight a- 
cross the Atlantic was made by Al- 
cock and Brown. They left Newfound 
fand June 14, 1919, and landed at 
Chiden Ireland, June 16th—time 16 
wours 12 minutes. 

“The first non-stop flight across the 
American Continent was made in May 
1923, by U.S. Army Officers Kelly and 


Macready. Their time ‘from Mitchel 
Field, Long Islani! to the Coast 2,700 
miles, was 26 hou~s and 50 minutes. 
Colonel Lindbergh hopped off from 
New, York May 21st flying all alone 
8 record in itself and made a perfect: 
landing in Paris after 33% hours in 
the air; a distancé about 3,300 miles, 
How his feat startled the world and 
made him ‘a deaihless figure in the his 
tory of aviation is known to éveryone 
Another long “distance record was 
set by Clarence Chamberlin, who leav 
ing from New York, landed his Bellan 
ca plane at Eiseben Germany 110 
miles from Berlin, on June 6, 1927. 
The first successful flight of a man- 
carrying gasoline driven aeroplane: 
was made in December 1903, by Or- 
ville Wright at Kitty Hawk N.C. It- 
flew 852 feet and was in the air 59 
feconds. This was the finst time man 
was ever carried ia the air by a mech 
fnical device---the first real CON- 
QUEST of the air. 
What is to come? 
*** When puttitg up your ice this 
winter use enough sawdust to keep it 
from melting and rotting. The Atlas 
Lumber Co have a carload of sawdust 
at their yards. 


Avoid Spring 
Fever This Year 


(By Betty Barclay) 


Spring fever does not come alike to 
the wise and to the unwise. It comes 
only to the unwise. The wise make 
use of their ability to practice self- 
denial. 

For after all, crude as the fact 
may be Spring fever is nothing more 
or less than a crv for assistance com- 
ing from an over-fed body. 

During the dismal days of winter 
end during the bright, cheerful days 
as well we are prone to eat altogeth 
er too much. True, the body needs 
more food than it does in hot weath- 
er for fuel must be burned in order 
to produce heat. But it seldom needs 
#s much food as it receives. 

So long as cold weather lasts, we do 
not suffer. With the advent of Spring 
however, unless we reduce the amount 
of food considerably, trouble begins 
Our need for what we might term 
“body fire” gets less and less. The 
fuel is fed into our furnace day after 
day-—and before we know it, we are 
cluttered up with fuel and Spring fev 
er has again made its appearance. 

We lose our appetite; we become 
jJanguid; we eat practically nothing 
tor a few days—and suddenly we are 
well again. Few of us realize that we 
Tecovered because we reduced the 
daily amourit of food and still fewer 


the following year they will reduce 
theif food before Spring fever has an 
cpportunity to pay its unfriendly call 

The heavy meals of Thanks giving 
Christmas and New, Year’s Day are 
over. Lighter meals are now in order. 
This does not’’mean that we must 
eliminate many of our favorite dishes 
Merely cut down a bit on meat bread 
eggs and other rich foods; fill the 
vacant spaces with salads fruits and 
vegetables; substitute lighter desserts 
for heavy pies, puddings and French 
pastry and you have accomplished 
your end. 

Note that Ihave said “heavy pies 
and puddings” This does not mean 
that you shall eliminate the lighter 
pies and puddings or the dozens of 
light easily digested and economical 
desserts that are now available. It 
merely issues a warning against 
mince pie suet pudding and such del- 
icious “heavies” : 

Really the light dessert fits in with 
the anti-Spring fever diet wonderfully 
well. For instance what could be 
more tasty or more economical than a 
prune whip for dessert? Are eggs ex 
pensive at present? Well! This merely 
requires the white of one. Do you 
want the mineral and salts of fruit? 
This calls for a cup and a half of stew 
¢d prunes. Glance at the recipe below 
and see how nicely it fits in with your 
requirements: 

1% cups stewed prunes 
1 pint of milk 

1 pkg. lemon junket 
White of one egg 
Sugar 

Put the stewed prunes through a 
coarse sieve into a large bowl; sweet 
en to taste. Add the white of egg and 
beat with wire whisk 10 minutes. Fill 
tall dessert glasses half full. Dissolve 
the lemon junket in the slightly warm 
ed milk and pour carefully into glass 
es, holding a spoon flat over the whip 
to catch the junket as it is poured in 
This. careful pouring will keep the 
whip from floating Let set in warm 
room until firm. Grate a little nutmeg 
over top. Chill. 

Or, should you require something 
that is even more economical and 
may be made even more easily, try the 
following. It contains healthful fruit 
and milk; does not call for even an 
egg white or yolk; is easily digested 
economical and delicious. What more 
could one ask ‘for? 

One pint milk four tablespoons 
crushed and sweetened pineapple with 
juice and one package of vanilla jun 
ket. Dissolve the vanilla junket pow- 
der in the slightly warmed milk, pour 
into dessert glasses and let stand un- 
ul finm Then chill. At serving time 
place a tablespoon of the sweetened. 
pineapple with jiuce on each glass 


‘UNCLE BILL” 
EARNS WAY 
MAKING TOYS 


Injured ‘in an auto accident six 
years ago which since hag confined 


him to.a wheel chair, William Fox of 
Chicago still finds much sunshine in 
life. He’s bringing joy to the neighbor 


One of the points which the 
has emphasized man 
articles is the nece 
hand over carefull 


fi 


Hearts — 10, 9, 7, 6, 2 
Clubs — J, 9 
Diamonds — Q, 10, 5 
Spades — A, Q, 7 


Y t 

B 
Zz 
Hearts — K, J, 8, 3 
‘Clubs — A, 0,'8 
Diamonds — A, K, 6, 3 


:A 


Spades — J, 4 
No score, rubber game. Z dealt and 
bid one no-trump. A bid two clubs, Y 
bid two hearts and B passed. Z.now 
bid two no trump, all passed and A 
opened the six of ‘clybs. Y played the 
nine, B the deuce and Z the eight. 

Z now had to decide how to lay the 
hand.’ It was apparent that if he could 
find the queen of hearts on his right 
that he could easily win the game by 
finessing the jack, so his first try for 

me was the lead of the ten of hearts 
tom Y's hand. B played a low heart, 
Z the trey-and A won the trick with 
the, queen. —— ‘ bein co ula 

d now in the position o wi 
that Z held the ace queen of clubs, - 
cause B had béen unable to: beat the 
nine on the first trick.. Therefote A 
could nidt lead clubs 
chance to get B in the lead was 
lead of a diamond or spade 
looked the better. 

A led the 
allow the 


again. His only 
the 
8 of the 

tter pla 

At trick three, therefore 
deuce of spades. Should Z 
lead to come up to his hand or should 
he play the ace? This is the deciding 
play in this hand, so note it carefully 
and decide what you would do before 
reading further. 

The decision is based 


three from Y's hand 
and then leads a heart, he is sure to go 
game no matter where theaceofheartsis. 
By playing the hand in this way, Z 
must score two club tricks, three heart 
tricks, one spade trick and at least 
three diamond tricks — or nine in all, 
Very. Teceentty, in the play of a hand, 
a point like this will arise, where an 
unnecessary finesse will prevent a 
player from scoring game. Learn to 
count your tricks and size up your 
hand at the first trick. If you learn this 
valuable lesson, you will win many a 
game and rubber not otherwise possible, 
ane Sallowing solutions of the 
lems given in the preceding artic 
examples of the way players bid 
play interesting ds, so study 
them carefully. 


Answer to Problem No. 8 


Diamonds — 9, 


Spades — 10, 44 “e 
les — 10, 
ibber 


Id lead a 
win the trick in Y’s hand 
hearts. Y 


ges 


Ge 
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hood youngsters by making toys fer - 

Photo at right shows him in his 
workshop with Charlotte Lynch amd. 
Jane Adams looking on. — 


Series 1928-29 by 
Wynne Ferguson 


CAL AUCTION BRIDGE” «+ 


ARTICLE No. 9 


odd and 


Note that if the king and a small 
diamond are in one oOpponent’s hand, 
me can be saved by dropping 
the king on Y’s ace. In this way the . 
ther opponent can win the second | 
diamond trick with the jack and lead | 
the queen of diamonds, thus saving 
game. Lay out the cards, placing the 
jueen of hearts alone land the’ king 
‘ween of*diamonds alone in the oppo- 
ucnts’ hands and you will easily see: 
‘ow the hand works out. 


‘Answer to Problem No. 9 
Hearts — 10, 8, 2 

Clubs — 9, 4, 3 ’ 
Diamonds — 9, 8, 6 

Spades — A, Q, 3, 2 


Hearts — A, 9, 7, 6, 4 
Clubs — 7, 5 
Diamonds — A, J, 7, 5, 2 
Spades — 10 
No score, rubber 
bid one heart. A id one spade and 
Y and B passed. Z bid two diamonds 
A Passed, Y bid two ae ail | 
a ‘ the eight of spades, 
iow should Play the hand? 
Solution: Z should finesse the queen ' 
8 8 then pey the ace, dis-! 
ing the five of clubs. The lead of | 
the eight of spades by A indicates, | 
according to the Rule of Eleven, that | 
he holds the king jack nine, so the 
finesse of the queen is sure to win. Z 
should now be careful not to lead 
trumps. He has no suit set up and if he 
leads trumps at this s , he is sure to 
get into trouble. At the third trick, 
therefore, Z should lead the six of dia- 
monds from Y's hand, wifi it with ace 
in his own hand and return the deuce. 


me. Z dealt and! 


» he should lead 
t no time should 


Answer to Problem No. 10 
Hearts — 9, 7, 5, 2 

Clubs — 8 

Diamonds — K, Q, 9, 8, 7, 6, 5, 2 
Spades — none 


Y 
Z 


Hearts — A, 8 

Clubs — K, 10, 9, 6, 5, 2 

Diamonds — none 

Spades — K, Q, J, 8, 7 
No score, rubber game. Z dealt and 
bid one club, A tid one heart, Y bid 
two diamonds and B 7 H 


Solution: Y should double’ three 
hearts. The basa should indicate a 
big two-suiter in Z's hand and as Y | 
holds the diamonds, how can A make 
nine tricks? It should also be apparent 
that Y cannot score game in diamonds 


ed in this way, A’s three-heart bid 
will be defeated two tricks. On the 
other hand, if Y should bid four dia- 
monds, he will fail to make his bid b 
one trick, Note that Z’ i 


indication of top cards and shorter suite, 


Answer to Problem No. 11 
Hearts — J 

ea a6 27.5 
Spades—A,J,20° 7 
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CUSHION SOLE WELTS AT 
MODERATE) PRICES 


We have just, received our new stock of CHILDRENS SHOBS, in 
PATENT STRAP SLIPPERS, PATENT OXFORDS & BLACK OR 
BROWN CAL" LACED SHOES. i ou fet form lasts that in- 
sure comfort ‘: the growing feet. These are shoes of quality, and 

~<wil give every satisfaction. 


; | ° a 
Patent Strap Slippers 
with cushion sole, sizts 2 to 5 @ : $1.75 
LET US FIT THE KIDDIES WITH THEIR “EW SHOES 


. aa oi A Ok 5 
Moccasins, Men’s Felt Sinoes, 
Mackinaw Coats, Overcoat, 
Leather Vests, Socks and 
Ladies’ Silk & Wool Hosiery 


PHONE 16 FOR 


QUALITY AND 


A C. ARMSTRONG 


DEPARTMENTAL STORE 
WAINWRIGHT 


SERVICE 


PHONE 16 


CANDIES 


“HER SPECIAL!’’ 


—— 


SMOOTH, RICH, CREAMY - - THE KIND SHE WON'T STOP 
MUNCHING ON UNTIL THD L..ST PIECE IS GONE 


BILLIARDS . 


‘*HIS SPECIAL !”’ 


BUILDS HEALTH COINCIDENT WITH ITS RESTFUL MENTAL 


RELAXATION. IT BRINGS INTO PLAY MUSCLES NEVER 
REACHED IN ORDINARY FORMS OF EXERCISE. TRY A GAME 
OF BILLIARDS 


C 


Fred. Gordon 


+4 CIGARS, TOBACCOS PIPES, CONFECTIONERY 
THE PALACE BILLIARD HALL 


CASH! AND CARRY 


SECOND AVENUE 
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Are You Going to Build ? 


COME IN AND GET ONE OF OUR NEW PLAN BOOKS OF 


MODERN FARM BUILDINGS 


THE GRADE OF 


OUR LUMBER 


THE QUALITY OF AUR SERVICE AND THE FAIRNESS OF 
OUR PRICES : 


WILL PLEASE YOU 


ii 


Housecleaning Time 


WILL SOON BE HERE. OUR BIG STOCKS 0F KALSOMINES, 
QUICK DRY'NG PAINTS, VARNISHES AND LACQUERS ARE 


READY FOR YOU 


Ais font: Cs 


BUILDERS OF HOMEY HOMES 
J. WELCH, Agent 


PHONES 57 or 93 


| __Town and District Topics _| 


BORN—To Mr and Mrs B. Hodgkiss, |*** A whist drive is ‘being put on by 
at the Wainwright municipal hospi- }the Sligo local W.F.A. 209, in Sligo 


tal, on January 7th, a boy. 
——-0 xo-—-— y 
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school at 8 p.m. on Wednesday next 
Feb, 20th. A short musicale. and 2 


“Today is ASH WEDNESDAY; the | dandy lunch ‘is‘also on the programm 
first day. of Lent. Only six weeks to | Admission 50c¢ each. ff 


Paster! 
rere. {, 


———0x0-—— 
Watch for the ‘ng list of prizes, et¢ 


We learn that Miss C. Burden who | on the posters for the big skating car 
has been on the huspital staff for some | nival which will pe held on Wednesday 


} months, will be teuving for Wetaski- 
win on Sunday next. 

| ——0xo—— y 
| It is pleasing to note that Mr Alec 


ext. ‘ihe band will furnish the music 
‘or the evening.» 


————UXO . 
Mr H. Messier was a business visit- 


| FIut€hison, who has been on the sick | vr to Calgary fora few days last week 


|) st is now better and around again. 
———0 X0———— 


. ©xo——- 
We are sorry to learn that Mr H. V 


| ** Get a load of sawdust from the | Fieldhouse has again become so sick 
(tesh carload just arrived at the At- | us to enforce his return to the hospital 


aS yard, Use Uxis to pack your ice 
‘or summer, and also for packing be- 
tween partitions ard over ceilings to 
keep the house warm—Joe Welch 
——0xo=——— 


tor further treatmeiit. At last reports 
re was about the sume. 


night for Vancouver, where she has 
‘secured a position in the telephone 
exchange. nd 


Mabey’ was unable. to attend to her 


_| Which. recently - slew down, is being 


——OAO 
. Mr Bud Simmerman one of our old 


timers was in tOwn on a visit to his 


Mrs Godfrey Morris arrived here on | parents for a day or so last week. 


Monday from her home in Turner Val- 

ley, on acocunt of the serious illness 

of her father Mc H.'V. Fieldhouse. 
—oxo—— . 

Little Beryl Etson, of Edgerton, 
was rushed to the hospital on Sunday 
where she underwent an operation for 
appendicitis. She i: progressing nice- 
ly. 

—_——OXO——— — 


A regular meeting of the members | 
‘of the Sligo local U.F.A. is to be held | 


at the home of Mr ‘Pcstans on Satur- 
day evening February 23rd. 
——0xo———_ 


church have arranged to hold a sale 


—_——oxo— 
Mr S. Babcock of Fabyan is enjoy- 


ing a visit from his brother from 
Bruce, for a short spell. a 


ne 


CANADIAN NATIONAL 
EUROPEAN TOUR! wc ssuartase tant De wey os 


preparing to shin a bunch of norms | 


IMARVELOUS! DIFFERENT! 
WHAT YOU’VE BEEN WAIT- 
ING FOR 


- 


Never before have the opportunities 


ci home cooking at the J.C. McLeod | for seeing Europe, in comfort, been 
store on Saturday afternoon Feb 28rd better presented than in the Canadian 


es The Ladies Aid of the United 
| 
{ 
| 


at 3 p.m. Afternoon tea will be serv- 
sd and a musical programme will en- 
tiven the proceedings. 

——o0x0-—— 


National 1929 All Expense. Tour. to 
Great Britain, France Belgium Ger- 
many, Switzerland and Italy. 

From $416 up (Montreal-overseas 


Quite a big reception greeted the |‘¢turn to Montreul) you can enjoy & 


St Luke’s dramatic club on Friday 


| Chauvin. 
—0 x o——_ 


88 day to 59 day sightseeing tour— 


last when they produced “She Stoops | Visiting the old ‘world—the cradle of 
to Conquer” to a packed audience at civilizal 


—seeing world-renowned 
uty spots, historic sites 
ents. Sail from Montreal, 


cities and 
and mons 


Sympathies are expressed with Miss July 5th on the Cunard Liner ~S.8. 


fiuby Glover who underwent an opera 


tion for appendicitis at the hospital on 


“Andania”’. Everything along the way 
is arranged with no attention to de- 


Sunday. The paticnt is now getting a- tail necessary 9n your part. The as- 


long nicely. 


—_—OXO—— 


surance of desirable steamer accom- 
modation and choice hotels on the 


Bro W. Carsell. D.D.G.M., of dis-|°ther side—the elimination of the 
trict 24 1.0.0.F. journeyed to Irma! Wrangling with tgxi-drivers, porters, 
last week where he installed the of- | ‘/8appointments and delays are only 
Scers of the I.0.0.F. lodge with the |® few of the advantages enjoyed by 


—-O XO 


taking this niést attractive tour, 
which offers gréat travel value. A fea 


Mr O. L. Michon is away this week | ‘Ure is touring Scotland and England 


in attendance at the telephone employ 
ees convention in Edmonton. 
——oxo—— 

Messrs H. Brunker and EH. Turner 
were in attendance last week at the 
convention of Chrysler dealers, which 
was held in Calgary. They enjoyed the 
visit, too. ‘ 


of several of the old P.G.s. 


—oxo— 


. Mr E. A. Seale has recently pur- 


chased a John Duwcre tractor and full 
line of power farming machinery. 
Both these deals were put through by 
the Tory agency in town. 
—oxo—— 
*** Goldfish piease tne nearts of little 
children; get two live goldfish in a 
globe FREE. Feb 14, 15 and 16 at the 
Standard Pharmacy. Phone 38 
——0x0-—— 

Mr D. Davison and Mrs Smart both 
ot Edmonton, were in town on a short 
visit tc their nephew and brother Mr 
Davie Davison at the park. 

: ‘ 

Mrs F. Mcl.eod and Mrs W. Winson 
are awyy this week as local delegates 
from the W.A. »* St Thomas’ churs:a 
to the conventis1 in Edmonton 
: -———oxo——— ~ 

Mr Alec Murray sounds a timely 
warning this week, when he mentions 
tae danger of small boys hooking on 
with their sleizgus and also driving 
their sleigh dogs on the principal 
streets. Last week one of these dogs 
drawing a bob sleigh took after Mr. 
Murray's team and the animals were 
ly stopped when the wee driver 
was practically under the horses 

eads. Parents should warn their 
\oungsters against this practice! 
——voxo—— 
** Now that che winter is drawing 
us a close, come in and let us help 
‘vou plan that new home, barn, or the 
‘ther improvements you have had in 
:nind these many years; and haul your 
lumber before the rush of Spring 
york starts--Atlas Lumber Co, Joe 
ee mgr. 
—oxo—— 
| Through the Frank Fish agency this 
eck Mr Johnny Winters has bought 


. new Hart Parr 18-36 tractor ready 
| ior the spring work. 
———0xo0-—— 

After a stay here of some weeks on 
the staff of the Wainwell Oil Co., Mr 
Iorey Thwaites nas now again return 

d to his home in Toronto. 
———v0x0-—— 


Owing to the fact’ that their train 
\vas several hours late on Friday last 
the Georgian Singers who were billed 
for the local theatre were unable to 

| All their date. 
——9xo—— 
| Miss E. Watson has now been in- 
ipsnetes as stenographer at the Ed- 
gerton branch ot the Bank of Mon- 
treal. 


by motor coach. 

Full details and information from 
Local Agent, Canadian National Rail- 
ways. 


Sunshine Baby Chicks. 


WHITE WYANDOTTE 
WHITE LEGHORN 
BARRED PLYMOUTH ROCK 

'  ».— ORDER NOW — 
ALBERTA HATCHERIES LTD 
Vegreville, Alberta. 


BARBER SHOP 


& BEAUTY PARLOR 
Clean, Comfortabe Service a 
all times 


LADIES’ AND 
CHILDREN’S WORK '’ 
A SPECIALTY 


ELLA HENDERSON 
Main St. Wainwright 


LITTLE FOLKS’ FOOTWEAR 
Foot neatness, foot comfort and 
shoe economy gc hand in hand in 
the models we exclusively offer for 
children. There is an art in design- 
ing shoes to meet the hard usage 
to which children subject theirs— 
and a merchandising accomplish- 
ment in pricing such as these so 


‘notably moderately as we manage 
to here! 


KARMAN’S 
FOOTWEAR 


2nd Ave. Wainwright 


‘ 


Miss I. Crowe left on Saturday 


——9x o-—— \ 


On atcount of sickness Miss. Lola 


teaching duties for a few days last 
week, : 


axo—— 


The derrick of the Hargal Oils Co.- 


row taken apart for re-erection at 
once ready for Spring work. 
——0xo-—— - 

Miss Hazel Stuart is unfortunately 
one of the sufferers from the preva-" 
lent measles, as ate a large number of * 
others both old and young. 

—_——O1O-— 1 
*** Remember the date -— February ' 
14, 15 and 16—Go!ldfish given FREE 


| 


! ay: r 
to all purchasers of one Nyal product ——S— 


und one package of fish food—Stand- , 
ard Pharmacy. | 
~~—-0x0-—— 

A pleasant time was spent at the | 
home of Margaret Beckett on Wed- | 
uesday last, when a number of her | 
‘ttle friends celeLrated the birthday | 
anniversary of that young lady. 
0X0——— 

Mr F, Dickins spent a few days with 
his parents in the city last week. 

—Crio——— 


| 
' 
| 
| 
| 


to the East very shortly. 
—_——cxo-——— 
‘** Don’t forget to examine your 
chimneys as a safeguard against fire. 
Do everything possihle to avoid hav- | 
ing a fire and carry adequate insur- 
ance with Joe Welch, insurance a- 
gent and valuator. 
. —0x0—— 

Great progress is being made by the 
big crew of men in the alteration of 
the electric light and power wires a- 
round town. The circuits are being 


laid out differently so as to balance up | 


the loads and give better service. We 
understand that service has now been 
extended to the refinery on the west 
side. 
, ——oxo— 
Although the storm on Friday night 
made many of the roads almost im- 
\passible, the use of the cars has again 
cpened most of the prinicpal high- 
ways for traffic again. 
——O XO 
The Wainwright presbytery of the 
United church is to meet at two o’- 
clock tomorrow (Thursday) at Irma 
when a number of those concerned 
will attend from here. 


BUILDING PROGRAMME 


STILL CONTINUES BRISK 
—oxr0o——__—_.. , 

Building; building; and still more 
building! The Town of Wainwright is 
surely going strong on building for 
1929. Already the basement of the big 
new Federal building is practically 
finished the: Forster auto showroom 
on Main street is nearly finisehed, the 
Dawson building has been altered and 
is now occupied as a garage on Sec- 
cnd avenue, arrangements are under 
way for extensions to the Dupre pro- 
perty and now Mr Forster has an- 
cther building well under way on 
Third avenue to house his I.H.C. im- 


‘| pkements and parts business. This will : 


be eventually 20--feet by 120-feet, and 
will make still another addition to our 
kusiness premises. The Calgary Pow- 
er Co, too, are building new lines all 
cver town, and laying out a complete 
1ow distribution system to give users 
of the energy better service. 


MRS RICHARD HISSETT 
BREAKS RIGHT ARM 


Through the unfortunate occurrence 
cf being thrown fiom a cutter on Fri- 
Gay last, Mrs R. Hissett suffered a 
broken right arm which was fractur 
ed just above the elbow, It appears 
that she was being driven to town by 
ber husband, and when just at the 
farm gate in making the turn the cut- 
ter slewed with the result that the 
patient was thrown from the vehicle, 
Dr. Wallace was called immediately, 
and brought Mrs Hissett to town 
where the injury was x-rayed and at- 
tended to. We are pleased to know 
that the patient is getting along fair 

| now, although the fracture is 
still painful. 


DAVE SUTHERLAND HURT 
WHILE BUTCHERING HOGS 
On Wednesday last, while Messrs 
Tom McDougal and ‘dave Sutherlacd 
were butchering scme hogs on tke 
former’s farm, Mr Sutherland slipped 
‘ 3s0e wet boards with the result 
‘hat his right leg went into the caul- 
iron of scalding water as far as the 
«nee. He was immediately assisted 
from his plight by Mr McDougall, 
who at once got tLe boot and sock off 
from the injured limb. Dr Middlemass 
was summoned and gave the patient 
relief at once, although the leg is bad 
ty scalded from the ankle to the knee. 
The foot, apparently was protected 
to some extent by the wearer‘s boot. 
At last report Mr Sutherland is get- 
ting along nicely 


Roasting Pans . 


TO KEEP TI ROAST JUICY ~ TO GET IT DONE BROWN & 
TENDER - .TO HANDLE IT CONVENIENTLY ‘WHILE IT’S IN 
THE OVEN - TAKES A GOOD-SIZED: 


, 
Roasting Pan 

‘ i : sc % \ 

GET ONE OF OUR PANS AND YOU'LL NEVOR REGRET IT. 

VARIOUS SIZES AND MAKES ALWAYS IN STOCK AT RIGHT 
PRICES . 


ee 


‘W. E. WASHBURN 


THE HARDWARE MAN— 


ELITE THEATRE 


THURS, FRI, AND SAT, FEBRUARY 14 15 & 16 


UNITED ARTISTS Presents 
JOHN BARRYMORE, IN 


THE BELOVED ROGUE 


A Gorgeously mounted story of medieval France in Nine Reels 


Two :eel Bobby Vernon Comedy DON’T FIRE 


Pius the weekly Fox News — 


MATINEE SATURDAY AFTERNOON COMMENCING AT 2.30 p.m 


. 


DANCE AFTER THE SHOW SATURDAY NIGHT 


MON., TUES. & WED. FEBRUARY 18 19 &. 20 


REGAL FILMS Present 
JACQUELIN GADSON, IN 


THE THIRTEENTH HOUR 


MILLIONS OF FEET USED DAILY 


HARDWOOD 
COAL 


WALL BOARD 
Manning-Sutherland Lumber Co. Ltd. 


R. M. DURRANT 
PHONE 10 


Sy 
Seb 
LAN 


f SILKS 


A SIX REEL MYSTERY DRAMA 
Single reel comedy ALL SET CASEY 


COMING SOON:— TOM MIX IN “KING COWBOY” 


LUMBER. 


THEY NEVER TIRE!. 


FLOORING 
DOORS MOULDING — 
SASH LATH 
POSTS WOOD 
LIME. 


BRICK 
CEMENT PLASTER 
WAGON OAK 


MANAGER 
RESIDENCE 170 


SPRING 


Specially Priced 


FLAT CREPES, TAFFETAS CREPE 
DE CHINES, PRINTED CREPES, 
GEORGETTES AND NOVELTY 
SILKS IN NEW SPRING PAT- 
TERNS! 


PATTERSON’S 


Departmental Store 


